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BREAKING 


. TRAINS TAKEN 
)FF ONE ROAD 


ash Says Shortage of Ken- 
tucky Coal Responsible 


L SERVICE IS HAMPERED 


stigation by Postoffice De- 


partment Under Way 


1>ULLE, .HI. — (Associated 


sj _ 
Fiftj-four trains, sfac at 


i entering DamlUe have been 
n off the Wabash railway, it 
announced here today. 
Offi- 


hcre t.<ud the curtailment was 
to luck of coal coming irom 
ucltj and not due to the strike. 


* 
* 
» 


ASH1NGTON — (A s s o c iated 


S) _ ihe determination o£ the 
ral 
government 
to 
maintain. 


sportation of mails and inter- 
. corameice during the railway 
men's strike failed to check to- 
tbe stream of reports to the post 
e depaitment o£ Interference by 
ers with mail trams. 


H Cnsler, superintendent of 


' mail service at St. Louis re- 
ed in telegrams to Postmaster 
iral Woik that 3,000 miles of 
\a\ mail service on the Wabasa 
3 not 
being operated. 
Crisler 


>d that the 
fuel situation was 


jus because o£ the apparent 1m- 
ihihty of getting coal 
moved 


foreign lines fiom the mines 


u^-e b\ the road. 
[MAINS MAIL SERVICE 
he St. Louis a d San Francisco 
[TV ay Company notified the 
de- 


ment today t'nt it had no iu- 
ion of witluhavvmg mail tiains. 
0 further trouble was reported 
nr derailment from Springfield 
other i.oints in Missouri, where 


1 or v ere alleged yesterday to 
e iniuieiied 
vvith the 
raove- 


it of mail matter and the sitna- 
i at Ksnsds City was reported 
ay to he improved 
['he postmaster general said he 
' insti noted the superintendent 
he lailway mail service In Wash- 
Ion to ha\p divisional inspectors 
t to all points where railroads 


ippoiiod 
(1 Borders by strikers 


m.ilip ippoits to Washington at 
0 
In many 
instances, It was 


I. pnital inspectors had failed to 
h ipports =ont to the depart- 
it In i,ii!v,av officials. 
1 Mi«oini and Louisiana it wag 
limed 
inspect ois had found a 


cprions 
sitintinn 
than 
had 


n ipporled to them 
L M tKR RFPOH.T 
h» po--t nfficp department will 
it \\R^ safd, recommend drastic 


on nv federal 01 state forces at 


point 
until 
inspectors have 


IP rertam 
of the 
facts 
as re- 


pd 
It was intimated at 
the 


office (Ippaitment that the post- 
tei general was prepared to lay 
ire the president today a com- 
e report rmorhiK the entire fit- 
on i dating to alleged interfer- 
1 with lail-swy mail trains thru- 
tile country as leported to the 
'itment hv both railway officials 
posta! inspectors 


fpipncp between Postmaster 
Mork and Attorney Geneial 
v mav possibly be arranged 


<• if it is found that the activi- 
of Mriking railway workers are 
onsH mcnaomg the railway mail 
ice 


;L jmoixCE POSITION 
^SHI\RTOX — f United Press) 
"i H posifon 
of the 
govern- 


't in the rail stiike, -will be out- 
n m a statement by President 
ding tonmht. it was learned at 


HORRORS! HERE'S ANOTHER 
STRIKE, 


CONSTANTINOPLE — (Associat- 


ed Press) — Constantinople harem 
attendants have gone on a strika for 
more money 
and 
shorter 
hours. 


Many of the capital's finest harems 
have heen left unguarded and their 
owners are trying distractedly 
to 


find 
suitable 
substitute for 
the 


strikers. Numbers of Russian refu- 


gees have volunteered 
their ser- 


vices, but it was found they were 
not fitted for the job. 


The strikers insist that their "24 


hour day' 'and the unceasing vigil 
they are required to keep on 
the 


harems justify better remuneration.' 
Many of them protest that their wag- 
es have not been paid for more than 


a year and in several Instances they 
have appealed to the American com- 
mittee on relief In the Near East 
for aid. 
The fact is that their mas- 


ters, who in most cases are officials 
or employes of the government, have 
not drawn any salaries jfor months. 
The strikers include the eunuchs and 
other attendants. 


his i policv is undeistood to have 


' d llpo" at the cabinet 
tin 
ling 
is niommg. where 
the 


GERMANS 
PLEAD 


FOR MORE TIME 


Financial Chaos Would Follow 


Refusal, Envoys Declare 


EXTENSION 
MAY 
BE GIVEN 


Big Loan Sought—England Dis- 


cusses Situation 


. 


UP 
'ndustl'al 
situation con- 


\ LA 
<%°"my beca«se of the 
ynd raihoad strikes was dis- 
l ll e^«-tetl the president will 
es ma?™"1* 
Ulat the ^nited 


('mict "ot be interfered 
h"111,18 commerce must 
, d that disorders and 
Mill not be tolerated 


HIPSjURBED 


lelfy at Boys' School Will be 


Cut Down 


og 


eliminating 


both 
the 


at 


Sch°o1 
of the 


his prea- 
by State 


MacAveal- The Gr- 
f result o£ chare'es 


Punish 
!"mates have been 
by 
rainor of«cials 
e.80 '""tHutlona. 
Said 
no 
charges 
against 
Superin- 
at lne B°V's school, 


concerned cm- 


committee 
ls expected 


~ 
Inf°nnatlon 


official,, 
e^ cap!to1 
from 


T-rah loday that Elmer 
0 
T 
f'7h 
ma; Wash, assTsUnt 


in reas"ry ln ch 


" revcnile 


PARIS—(United Press)—Finan- 


cial chaos arfd the fall of the Wirth 
government may result If the allies 
refuse to grant Germany 
a two- 


years' moratoriu^ , the reparations 
commission was informed today by 
Germany's envoys. 


The envoys, Herr Sehroeder, un- 


mmistry, and Herr Fischer, presi- 
der-secretary o* the German finance 
dent of the war debta commission, 
warned allied representatives 
that 


Germany would lace a crisis similar 
to that of Austria, if forced to pay 
the 50,000,000 gold marks due July 
15. 


Reparations 
commissioners dis- 


cussed the Cerman proposition and 
consulted leaders of t'aeir respective 
governments. 
It was generally be- 


lieved-here that some form of mora- 
torium must be granted to Germany. 


The situation created 
by Ger- 


many's request has revived talk of 
England's proposal for an Interna- 
tional financial conference, in. which 
the United States would be Included. 


The German government has ac- 


cepted all the ententes' demands for 
the financial roctrol of the nation. 
The acceptance- of the various meas- 
ures, -inclording -supervision of - ex- 
ports, opens the road for a loan from 
the Morgan bankers' committee, it 
is believed here. 


To help relieve the present finan- 


cial panic Germany wants a loan of 
4,000,000,000 gold marks ($1,000,- 
000,000). and Secretary Bergmann, 
Who is now in Paris, has been auth- 
orized to ask the reparations com- 
mission lor this amount, according 
to reliable sources here. 


This Joan, coupled with a request 


for the immediate meeting of the 
Morgan bankers' committee, and ar- 
rangements for a moratorium, con- 
stitute Germany's plans for stabili- 
zation. 


However, danger from the mon- 


archists persists. This could lie bet- 
ter fought if 
the 
coalition was 


strengthened by more Socialist par- 
ties joining, which would enable the 
government to clean out the mon- 
archists from the army, police, mil- 
itia, and courts, as well as wipe out 
the secret murder orgamratioas. 


A striking feature of the present 


situation is the fact that the repub- 
lican members of the reicbjtag are 
attending meetings, armed with re- 
volvers. All have seen the monarch- 
ist murder list, and their names fol- 
lowed 
that 
of Foreign 
Minister 


Rathenau. 
GERMAN CRASH WOULD PI^tlKGE 
EUROPE INTO SEVERE PANIC 


LONDON—(United Press)—With 


the German crash 
threatening 
to 


plunge the continent into the worst 
financial and political crisis since 
the war, Lloyd George today laid 
the entire situation, which resulted 
in the collapse of the mark before 
his cabinet. 
The action of Great Britain re- 


garding the situation, which is ad- 
mitted to be most critical, will be 
determined at the meeting. 


The British expect the demorali- 


zation in Germany to grow unless 
the quickest remedial measures are 
taken, but it is emphasized in gov- 
ernment circles that the 
outcome 


rests upon France to a large degree. 
LOAN IS FAVORED 


The British attitude still favors 


an international loan to Germany 
as the basis of readjustment of rep- 
Orations, but Lloyd George and his 
advisers 
have 
not 
yet 
decided 


whether to renew the suggestion to 
France for a revision of the repara- 
tions schedule. 


Hope is seen by members of the 


cabinet that the present trend of 
Germany 
towards 
bankrutpcy — 


which the British say is 
at 
least 


nine-tenths genuine—'will act as a 
warning tp 
impress 
France 
that 


modification 
of 
the 
reparations 


terms is necessary 
France will either favor coercive 


steps against Ger.nany or will awak- 
en to the realization that the only 
means of collecting from Germany 
is by moderating the reparations 
terms, it was believed here 


Great Britain will probably await 


the reaction of France before tak- 
ing decisive action. 


The allied comaiitt >e on guaran- 


tees Is expected to arrive In Paris 
from Berlin tomorrow to report on 
Germany's financial status. Follow- 
ing thiiT Lloyd George hopes thai 
Premier Poincare will come to Lon- 
don for a conference which would 
lead to a reparation ihowdown. 


M O B DEFIED BY 


LONE WOMAN 


^vx. 
$^>, 
U '>"\ 
* X x " V < " v « '"'"•*¥-"„ ' yC 
5' 
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CHICAGO — A mob of 1,500 


•was held at bay by Mrs. John Gahel, 
wife of a rail-way shopman who re- 
fused to go on strike, when it at- 
tacked her 
home here. Pistol in 


hand, Mrs. Gabel faced the mob. 


"You were all my friends, once," 


she said, "but I will shoot the next 
one of you who throws a stone." 


The mob drew back and paused 


uncertainly. Then police squads ar- 
rived and dispersed it. 
STRIKE STATUS I) 


;STAtEMATf 


Train 
Service tyear Normal— 


Shop Work Continues 


MINE STRIKE MAY 


BE ARBITRATED 


Acceptance of President's Plan 


Now Appears frobable 


, 
—<•—^ . 


MAY ASK FOR MODIFICATIONS 


Speed in%gcilf§ns is Urged by 


the Government 


WASHINGTON — (United 
Pi ess) 


— A system of coal rationing will be 
necessary, It the coal miners and 
operators do sot agree to resume 
mining operations within 
two 
or 


three weeks, a high official of the 
government in close touch with the 
situation said today. 


Plans are npyj being drawn for a 


voluntary reVfval of the 
war-time 


conservation, 'jrojicies 
employed by 


the fuel administration and will be 
put into operation it the strike is 
long continue^, it was learned. 
• ^Jjj, * * 


WASHJN<?|ON.— (United Press). 


— AScaptancie'1 by the miners and op- 
erators of PVesident Harding's pro- 
posal for arbitration of the nation- 
wide "mine RtJIke now seems probable 
within a *««elt. 
, , Some H|tdifications may be sug- 


not believed either 


.*Je to make a flat rejec-, 


Train seivice thru Lima was on 


a more ne^ily normal basis Tuesday 
than on any day since the strike of 
local shopmen went into full effect 
officials of three railroads affected 
declared. 


Leaders among the striking work- 


m3n on the ol,her hand, assert that 
their cause is gaining ground. 


Train service over the 
Pennsyl- 


vania Lines thru Lima is practically 
normal, W. W. Crooks, agent de- 
clared. The company shops at Cole- 
st, are still closed, he stated. 


No effort has been made to open 


the shops, and Crnnks is nf the opin- 
ion no move will be made to do so 
at present. 


Picketing of the B. & O., L. E. 


& "W , and Pennsylvania by strikers 
continues night and day. 


About 65 men are used daily in 


maintaining a night and day sur- 
veillance of the shops. Partial work 
at the B. & O. resumed Monday 
continues, officials declare. 
Crews 


at- work are gradually being aug- 
mented, they say. 


No arrests for trouble growing 


out of the strike have been made 
since Its inception, Chief Thomas A. 
Lanker declared Tuesday. He stated 
that the situation is well in hand 


There are no police officers sta- 


tioned near the shops, but officers 
on duty in tsa district visit the va- 
clnity as frequently as possible. 


MAY ADOPT BOYS 


Elks 
Consider 
Proposed 
Big 


Brother Movement 


•esldent's plea for arbit- 
diapute. 


TIME 


Att /present the two warring fac- 


tions seem to be sparring for time. 


Both sides are seeking Informa- 


tion on some phases of Harding's 
proposal. 


Operators are not very enthusias- 


tic about submitting the dispute to 
a nationl coal commission, in accord- 
ance with their belief 
thaf 
wage 


scales should be framed upon the 
basis of district or sectional agree- 
ments. 


It is believed the operators will 


wait until after the 
United 
Mine 


Workers give their decision Satui- 
day and if its Is favoiable the oper- 
ators iv ill do likewise. 
The oper- 


ators 
previously had stated 
they 


were willing to put their case in the 
bands of the government. 


Theie is every indication that gen- 


eral tiend of sentiment among the 
miners is swinging toward accept- 
ance of the proposal, 
particularly 


since it provides for framing a na- 
tional wage scale and for a federaal 
commission to investigate coal pro- 
duction costs — two 
points 
which 


have been demanded by the work- 
eis 
MAY REPLY TOMORROW 


An acceptance from the anthracite 


operators may be given Wednesday. 
This groun has favored arbitration 
for some time. 


Mean-while the government is urg- 


ing miners and operators to consid- 
er the proposal 
with all 
possible 


speed, because of fast dwindling coal 
reserves which already have forced 
railroads to discontinue many trains. 


By August 1, according to figures 


1 of the geological survey, 
the rail- 


road coal situation will be acute and 
the transportation systems 
of the 


country badly crippled unless min- 
ing operations are resumed by that 
time. 
Already many industries have felt 


the pinch of a shortage and reports 
state tb">t in the midwestern states 
farmers cannot obtain enough coal 
to thresh their wheat. 


ATLANTIC CITY, N. J.— (United 


Press — A plan 
to act as big 


brothers to 1,500 
poor boys 
and 


send them thru college came up at 
the opening of the Elks convention 
here today. 


The proposition 
that 
each Elk 


lodge in the country adopt a poor 
boy was disc.,s-;'d at the business 
session of the fraternal order. At- 
lantic City belon,-"' to tb- R P. O 
F today. 


Some of the na'ior's most promi- 


nent men are 
to speak. 
General 


Pershing has accepted an invitation 
to view the prosperity pageant. The 
Milwaukee delegation. 13 carloads 
strong, has captured all honors for 
having the largest representation at 
the convention. 
The E! Paso .ind 


San Antonio delegations Jointly oc- 
cupied a special train. 


The 
convention 
«as 
formally 


opened last niglu |jy Gou-rnor Ed- 
vard I. Edwards. 


TRIPLE 


CLEVELAND. — A triple funeral 


waa held here for Manuel. Belle and 
Helen Moakovitz, brother and sisters 
who were swept from a trestle by a 
Lake Shore electric interurban car 
and killed. 


RAIL LINKS WRECKED 


] 
LONDON — Reports of the wreck- 


"ing of railway lines by Irish insur- 
gents indicate that the Republicans' 
present plnn of campaign alma at pre- 
venting the movement of tree state 
tioops. 
The Republicans are stated 


to he strengthening themselves in 
the southeast. 


ADD AN 4M* TO '3 R'S\ MUSICIAN'S ADVICE 


GBNBVB L1CHTENWALTER 


"We can never become a musical 


nation until every boy and girl stud- 
ies music as well as 'roadin, 'ritln 
and 'rithnietic " 


So says Geneve LIchtenwalter, 


Kansas City, Mo., winner of the first 
prize in piano at the School of Mu- 
sloy Fontainebleau, 
France. 
She 


is also a composer of note. 


''Systematic study thru the grades 
is the only educational route to a 
national musical understanding," Bho 
continups. 


"Our 
great lack of musical nppvre- 


ciatlou ns a nation comes from two 
causes, superficiality and showlness 
of the tcnchor, 
The Intter Is a pro 


duct of, tho fiist." 


BATHING BEACHES ARE 


GUARDED AT CLEVELAND 


CLEVELAND — Bathing beachps 


were being heavily guarded here to- 
day m an effort to prevent recur- 
rence of accidents similar 
to the 


ones that took a toll of three Jives 
yesterday. 


Increasing hot weather gave an 


unusual lure to the waters ot Lakq 
Erie. 
Two 
orphan 
boya 
were 


seized with cramps and had gone 
down for the third time before help 
arrived. A man met death in a like 
manner at Gordon Park. 


Several persons were being treat- 


ed for heat prostration in local hos- 
pitals today, the fiist cases to be 
reported here. 


FARM HAND KILLED 


William Keel Sustains Broken 


Neck in Fall 


COLUMBUS GROVE—(Sppcial) 


—William Keel, 35, employed as a 
farm 
hand on the Jacob 
Yenner 


farm, northwest of LeipHic, was al- 
most instantly killed when ho fell I 
from a hay mow while at his work! 
Monday. 
His neck was broken, 
j 


Keel survived only two hours af- j 


ter the 
accident. 
He was 
thej 


adopted son of Mr. and Mrs. Dan- 
iel Keel, Columbus Grove. His fos- 
ter father la lying critically ill 
at 


the Keel home here, having suf- 
fered for many months from a com- 
plication of diseases. 


The 
accident occurred 
in 
the 


same 
community in which 
Ralph 


Jackson, now a patient at City hos- 
pital, Lima, nearly lost his life Sat- 
urday when he fell from a hay mow 
onto a pitch fork. 
Jackson's farm 


lies only a short lislance from the 
Yenner land. 


FEEL EFFECTS OF, 


TWO WALKOUTS 


Service Curtailed on Many Sys- 


tems Thruout Country 
( 


1,0, 0, F, IN MEET 


Grand Encampment at Colum- 


bus—Officers Are Named 


COLUMBUS 
— 
(Associated 
press.) — The Grand Encampment 
of the Independent 
Order 
of Odd 


Fellows opened here today. Mayor 
Thomas of Columbus, delivered the 
address of welrome and the response 
was made by Grand Patriarch Albeit 
KerMcr of Mansfield. 


This evoning f> street parade will 


be held, to be followed later by a 
pageant. 


Yestprli> Major General Krc.i H 


Hahn of Toledo, president of the de- 
partment council of patriarchs mili- 
tant, ronfrrred the degree of chival- 
ry upon eighteen now members, this 
degree being the highest any mem- 
ber of the- .Jiixiliary organization may 
receive 


Major Gonp.ral JIahn was re-elected 


president of tho patriarchs militant; 
W L Ry<m \iro piosldent; Fred P 
Hummel, Toledo acrretary and F. C 
Garrett, Dayton, treasurei and grnn<! 
scrlhr- 
Mrs. Ann* Comnltz. of Co 


lumbufi, was installed as president 01 
the auxiliary, snccepdlng Mrs. 
Jo- 


sephine Hahn, Toledo. 


THEFTS ADMITTED 


Boys Confess Taking Bicycles, 


Police Report 


Cleanup of a series of bicycle 


tbefts in the city during the last 
seveial weeks Is reported by police 
as the result of the arrest 
ot t\v<j 


juveniles, Edward and Ernest Hall, 
aged 15 tud 13 years respectively, 
residing at Albert-st and the D. T. 
& I. Railroad 


Police bay the boys confessed to 


the theft of s<wen bicycles, includ- 
ing one belonging to W. O. Line, 
128 Dana-av, rpported stolen July 
5. 


Line <1!<1 some sleuthing in his 


own behalf 
and 
informed 
police 


Monday he had tho bicycle located 
Motor Cop Keller wont to the boys' 
home and arrested them. They bad 
the bicycle, he Bald, and readily con- 
fessed to taking others. 


Tho youths were- tinned over to 


juvenile aufhorltlca 


RAIL CLERKS GO 


ON STRIKE 


N. & W. is Affected by Action of 


Its Employes 


R O A N A K E , Va —(Associated 


A general strike of mem- 


bers of tho Brotherhood ot Railw.iy 
Clerks, 
Station 
Employes 
and 


Freight Handlers on the Norfolk and 
WostPrn railway waq called to take 
effect today. The stiiko order, is- 
sued last night by C. B. Lsne, Kcnei- 
al chaiiman of the organization on 
the Norfolk and Western was said to 
have been sanctioned by E, II. S'JU- 
gerald, 
grand 
president 
of 
the 


brothpihood, in a telegiam to R. P. 
Dep, vioe president, who has been 
here conducting an investigation of 
tho walkout o£ about 150 clerks last 
wepk. The total membership of the 
union over the Noriolk and Western 
system is placed by union officials 
at 1,800. 


In addition 
to 
a 
reduction of 


wanes, other Knevancps of the em- 
ployes wore-said to be elimination of 
sick leave and vacation. In a let- 
ter to members of the union direct- 
ing them to quit work today, Mr 
Lane instructed that they appoint 
"committees 
for 
picketing 
which 


must be po.ireabiy done" find waincd 
the membership against "any disoi- 
derly conduct or interference with 
railway company's property. 
» 
* 
* 


OPPOSE WAGE CUT 
RICHMOND, Va. — The executive 
board of tho Federation of Railway 
Clerks on the Chesapeake and Ohio 
system will present to officials of 
the road today resolutions adopted 
by the various local unions against 
a cut in wages and demanding full 
time vacations without involving ex- 
tra hours of work. The federation 
numbers 2,200 members. 
STRUCK SANCTIONED 


CINCINNATI. 
— 
(Associated 


Press) —A strike ot railway clerks, 
freight handlers, express and station 
employes on the Norfolk and West- 
ern railroad has been sanctioned by 
Grand President E. H. Fitzgerald, 
according to I. D. Mumby, assist- 
ant to Fitzgerald at tho bdadquart- 
pra of tho Brotherhood of Railway 
Clerks here today. 
GAMIT CAPTURED 


Mexican .Outlaw May Die for 


Killing American Woman 


NAVY ItECItUITINR ORDKIJKf). 


WASHINGTON.—After a 
year's 


suspension, recruiting for tho n.ivy, 
under orders published today will 
be resumed. 
Sixty-five . thousand 


men will havo to nnllst or re-enlist 
in the coming year In order to koep 
•ihf navy up to th«» 86,000 men au- 
thorized under the naval appropri- 
ation bill. 


TAMPICO, Mex.— (United Picss) 


—Kblab>in Flores, leader of the ban- 
idlts who arc allegf-d to have killed 
Mrs Tom Cheney, wife of an Ameri- 
can fiom Corpus Chisti near here 
Juno 29, has 
bpen 
arrp^tcd and 


pl.iced in jail here. 


Federal officials are investigating 


tho shooting ,iml efforts arc being 
inrfde to loratc the 
> hpr men who 


aro raid to ht»ve taken part in the 
affair. 


Flores would be executed immedi- 


ately If found Kiillty, it Is said, 


Georse Shaw, American consul In 


Tamplco, 
Is assissins; the 
Mexican 


federal authorities ia the case. 


TROOPS 
STANDING 
GUARD, 


Violence Reported in Some Sec-j 


tions—U. S. Prepared 
' 


CHICAGO —• (Associated Press)] 


—Railroad signalmen definitely an- 


nounced they would not join in the 
shopmen's strike. 
! 


D. W. Helt, head of tho 
union, 


stated that he 
had 
accepted 
an 


agreement offered 
by the 
United 


States labor board, similar to the 
compromise position on which the! 
maintenance of way union had call- 
ed off their threatened strike. 


* 
* * 


CHICAGO. — (United Press.)—* 


Thicatonlng to strangle the coun- 
try's arteries between giant pincers 
of Hhoitago of man and coal power/ 
tho rail strike in its llth day and 
tho coal strike In ita 102nd, Closed 
inexorably upon the visibly weak- 
ening tiansportatlou systems of tU«| 
United States today. 
'i 


Curtailment of train service la. 


New Yoik, Illinois, Louisiana. Mia-« 
souri and half a dozen other states, > 
embargoes by carriers against shlp-j 
ment of livestock, notably In Kansas 
City and eatlmritcs by rqnd officials 
that an average two months coal 
supply 
remained to keep 
wheels 


turning, emphasized imminence ot 
a crisis. 
, 


With an attempt at settlement of 


tho coaS strike begun by tho gov- 
ernment, fear wns that the railroad 
shop workers walkout would result; 
in violence. 
TKOOJPS OK OTARI> 


Militia of seven states stood ready 


to act against the first sign of snb~ 
OtilRO. 


Shots were fired at (roopers 
in 


Bloomlngton, I!!., Just night where 
strike pickets threatened "the show 
is about to start," 


At Parsons, Kas,, tioops guarded 


shopH where non-union men began 
operations. 
Requests for state as- 


sistance 
have been received 
from 


HOvoral 
other points by 
Governor 


Allen. 


Dynamiting and shooting in con- 


nection \vitb the railroad strike on. 
tho Southern Pacific at Newcastle, 
Calif., resulted In a call for troops 
by the raj Her 


Hunks of striking railroad shop- 


man were held intact over the most 
critical period of the walkout thru 
Huppori of the wives of the 
worfc- 


mpn, Brrt M Jewell, union 
clilef^ 


declarer! todriy. 


.Tpwell 
said 
that none of 
the 


strikeis rotsimfd to work on the ex- 
piration of the railroads' ultimatum, 
that they would lose seniority and 
pension rights. 


Railroads admitted but few came 


back. 
STlllKK KKKKCT1VJ3 


"Continuance of the strike 
10O. 


por cent effective is due to the pow- 
erful women's auxiliary to the shop- 
men's union," Jewell stated. "This 
Is tho most powciful and best 
or- 


ganized women's auxiliary to 
any; 


union In tho world. 
\Vu have been 


working on It for years and now Ita 
benefits can readily be seen.'1 


Jewell also attributed to tho in- 


fluence of the women tho practiral 
ceosation of rioting as fdr aa 
the 


strikers 
were 
concerned. 
Little 


violence has been reported from any, 
section of the country since Satur- 
day. 
Railroads were finding it in- 


creasingly difficult to keep rolling 
stock in condition. Additional trains 
were boing discontinued by 
many 


lines. 
Some roads operating 
into 


Chicago placed an embargo on all 
perishable freight, including 
li\e- 


Btock. 
! 


U.S. JS PREPARED 
i 


WASHINGTON. — 
(Associated 


Prcbs.)The government stood ready, 
today 
to take a hand m the sup- 


pression 
of 
all disorders arising 


irom the strike of railway shopmea 
which interfeie with transportation 
of the mails or the movement of in- 
terstate commerce Appointment ot 
a number of United States deputy 
mar&hala 
at points in the 
middle 


west where disorders have occurred 
alieady has been authorized by At- 
torney General Daugherty who de- 
claied this policy would be contin- 
ued wherever justified and required. 
Law ann order must be preserved, 
ho said, property and life protected 
and the movement of mails and in- 
terstate 
commerce not 
interfered 
uith. ' 
' 
« 
* 
» 


THOOPS ARE ASKED 


SACRAMKNTO. 
Calif.—(United! 


Press)—Charging 
sabotage 
by,' 


striking 
railroaders and 
alleging 


they 
threatened ''to treat 
strike- 


breakers like they were treated at 
Herrin," western carriers called tor, 
troops and the aid ol courts today. 


Demand 
foi soldiers to 
protect 


propeity and lives of workers waa 
made by the Southern Pacific. Two 
water tanks ware dynamited at New- 
castle 
and 
William Westlake, 
a 


Kuard, was shot during disorders at 
Roaeville. 


Seventeen 
shots were 
fired a(| 


Wcstlake and other employes wh«( 
were standing on the Southern P»« 


BJ9 


^Continued On Pnge Xrro^ 
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KIWANIANS 
QUIT 


; 
CITY_LOOP 


Withdraw from Business Men's 


Baseball 
League 


PAINE ANNOUNCES DECISION 


Action is Surprise to Players and 


Other Teams 


•The Llmm N«*« and Ttmei-Dotuoirmt !• publ!»b«1 ttcfc day of tt» w«*k by UM Llm» New« PublUWn* Cow Una. Ohio. Entered it Foatotfic* M neon* cltv* atatttr Mdtf th« Act of 


• Announcement wag made at 
the 


ftiwanis club luncheon Tuesday that 
the club had withdrawn from -the 
business men's baseball league and 
•would play no more baseball games 
this season. 
The Klwanis team is 


Jn second place In the league stand- 
ing, one game behind Rotary. 


No explanation was forthcoming 


Irpm Clayton Paine, who made the 
announcement, as to the reasons for 
this action. 
It is understood, how- 


ever, 
that 
eligibility 
disputes 


brought about !he break. 


t A meeting ot the managers or the 
clubs was held 
Monday to 
decide 


^vhether certain playors desired by 
the Lions and the Kilts would he 
permitted 1o play in the remaining 
games ot the season. 
.^Immediately following this mr<H- 
Jrig the mannt'cra 
announrod 
tliry 


Jiad agreed to permit the Lions and 
Elks to play the men they 
And all difficulties t-opmcd cleared 
tip. 
DECISION IS SURPRISE 
« As a result, (ho withdrawal 
of 


"the KiwanianH camp as a complete 
fcurpiise 10 the othfr oinhs nnil to 
the Kiwams players. 
I'aino would 


not give any reasons \\liy tin? club 
liad withdrawn, a It ho ha was a rep- 
respntative at icrcnt in 


Posslliillty that Klwanin 


l>Iayers v>il continue t l u u 
Mio re- 


mainder of tho season in tho league 
fcut not as a KIwanis te;in>, was seen 
Tuesday. 
Admihion of the K of C. 


team wa^ also being contemplated. 
* Klks and 
Lions were scheduled 


f!b hook up in a t?nms Tmiehdny aft- 
ernoon, but rain raiibcd the game to 
bo postponed. 
It wai desired to 


*]ey a double header Thursday. 
„ Unless the 
Klwnnis 
loam 
ron- 


•tlnups unofticially Ivi tho Iffiguo or 
the K. of 0. rlnb in invited to be, 
eome a member, the league -will bo 
CpmpoUed to limp along 
on 
three 


legs for the remainder <>l the season. 


'\EWYORK — (A.Mho<'in(r<1 Pros) 
Oinmpion .lack DcmpHry and Hurry 
"Wills, tin ii Ilicir 
n 
' 


i^gnrd n ronfrnot to 
World's hravjn eight. 
»t n time and place to bo named 


1<><lnv 


Jwi\ 
for 
Iho 


championship 


I. & 0. FIREMAN INJURED 
: WHEN BLOWER PIPE BURSTS 


ft" Bursting of n blower pipe on tho 
locomotive hauling B. & O. train No. 
$& at Tontogany caused serious in- 
juries to 0. R. Collins, 39, a 
firo- 


*nan, residing at ]114 N. AVest'-st. 
3"he accident occurred Monday. 
,* Klames 
and 
live 
conls 
were 


thrown Into the cab of tho engine 
jlnd 
Collins* eyes and fiico 
badly 


turned. It is not believed Dy phys- 
icians that his eyesight wll be per- 
Soanently impaired. 
™, Collins was given surgicnl atten- 
tion at Tontogany and 
later 


moved to his home here. 


re- 


6XPLOSION OF GRENADES 
' 
STIRS 
OHIO 
VILLAGE 


fr CHILLICOTHE, 
O. — 
(United 


Press) — The little town of 
Hope- 


wn, near Camp Sherman was in 


oil today as a result of the ex- 


pjosions of deteriorated hand gre- 
nades on tho government propoity. 
?- Complaints were made that many 
windows were broken by thfs eon- 
CBSsion of the blasts. John JIcRob- 
erts, farmer, complained 
that 
an 


Reirloom clock was put out of com- 


by the explosions. 


« Sheriff AH liminol has requested 
Military authorities to spt off the 
grenades in smaller quantities. 


WILKERSON NOMINATED 
:• 
TO BE FEDERAL JUDGE 


•WASHINGTON —-James H. Willcer- 
son was nominated today by Presi- 
dent Harding to be 
Cedpral jurtg« 


^or the northern Illinois district suc- 
ceeding former Judge Kenesaw M. 
Randis who resigned Rpvernl months 
4go to become arbitrator of organ- 
ised baseball. 


STANYER OBSEQUIES TO 
' 
TAKE PLACE WEDNESDAY 


RAIN BREAKS 
1 


UP HEAT WAVE' 


True to his promise, the weather 


man sent along cooler 
conditions 


Monday night and Tuesday, accom- 
panied by showers ot the threaten- 


kind. 
Plenty o£ thunder and 


lightning, but lit- 
tle wind. No dam- 
age from the ele- 
ments was report- 
de from this sec- 
tion. 


More 
showers 


and thunderstorms 
tonight and Wed- 
nesday is the pro- 


grain. 
It keops 


Ted busy guessing 
whether 'twill 
be 


rain or shine and aa a precaution he 
keeps a shower stick 
and 
overs 


handy. 


Rel'ff from torrid conditions 
is 


.gratefully acknowledged 
by 
swel- 


tering hn.nanity. 
There is general 


hope that cook-r conditions will con- 
tinue inde initcly. 
FEEL EFFECTS OF 
TWO WALKOUTS 


(Continued From Page One) 


elfin platform at RosevIIIe. The as- 
sailants fired from behind a fence 
and then escaped. Thomas Ahern, 
division superintendent immediate- 
ly telephoned tho governor's office 
for troops. 


Thr> Northwestern Pacific 
Rail- 


road reported today that air 
hose 


had been cut and" other 
property 


damiiKo dono. 
NOT PUKPARING FOB STRIKE 


( OLUMUUS. July 
11.—Reports 


that 
Ohio national guard 
cavalry 


troops h.ivo been concentrated 
at 


fa nip Perry for strike duty 
were 


denied today by the adjutant gen- 
eral's oftlro. 


The 
nino cavalry troops now 
at 


the camp, it was declared, are there 
only for tho usual summer training. 
They will bo succeeded at tho camp 
by tho 83rd Infantry brigade from 
tho northern fhrt of tho state. 


Because of the strike, however, 


A d j u t a n t 
Oenar'il Florence Is 
re- 


al his office here in an cf- 


fort to keep in closo touch -with tho 
sltit.ition. 


Quiet prevails turnout the fetrlke 


territory, according to reports 
re- 


ceived 
by 
Florence today. Local 


authorities in the mine districts are 
taking every precaution to prevent 


(Asso- 


PROTESTS 


SPRlNGFflOLD. 
J1J-S. 


ciated Press) — Sheriff Jacob Mor- 
rison oi! McLean-ro called Adjutant 
General C. B. Black today to pro- 
tost against the allpRpd shooting by 
the stnte troops snut in to protect tho 


ilcnKO and Alton shops and work- 


men at BlonmiiiRton. "They are hit- 
ting tho houses" the , sheriff com- 
plained. 


The strikers and members of oth- 


or unions .irn planning a m.iss meet- 
ing in JUoomington this 
afternoon 


to adopt resolutions demanding that 
the troops bo removed. 


Tho entire body is 
planning to 


inarch on the city hall to present the 
demand to Mayor Edward E. Jones 
and there were open threats on the 
street this morning that if tho mayor 
did not act ho would bo "run out of 
town." 


* 
* 
9 


CLEVELAND — "Whan tho lives 


of crcn's and pahscngers are endan- 
gered bccjnso of faulty equipment, 
tho big railroad brotherhoods will 
act." 


This waa tho statement here today 


pf William C. Lee, president of the 
Brotherhood of Railroad Trainmen 
and spokesman for the big brother- 
hoods. 


Lee would not explain, however, 


what action would be taken except 


We have told our members to op- 


erate trains as long as poor equip- 
ment does not endanger their lives 
or those ot passengers." Lee 
said. 


But when the lives of our mem- 


bers and passengers are at stake— 
well, the brotherhoods will act." 


Lee said the railroads had been 


prompt so far in "investigating com- 
plaints of faulty equipment." 


Gussie Is Boss 


Cat Rancher Of 


NeivYork City 


NEW YORK — (United Press) — 


Gussie Rubin, she boss wrangler of 
the Bar None Cat Ranch, 2106 Sec- 
ond-av, is off the range today. 


Gussie Is in Jail and a neighbor 


is providing the daily pan of milk for 
the hordes of felines which swarm 
her Fifth 
Iloor 
tenement 
animal 


ranch. 


Not only l«, Gussie a champion rat 


wrangler. 
Her talents are as divnr- 


id as a chapter from the Arabian- 


nights. Sl'e en act the society queen, 
religious devotee, or crippled, ragged 
beggar when sho chooses. With .in 
pye to business, she has visited half a 
dozen negro churches and, three sjn- 
agogups, receiving charity from all of 
(horn. 
One negro congregation has 


christened her "Child ot God." Ev- 
ory evening she donned crutch and 
ragged garments and 
sold 
newspa- 


pers. A few hours later she changed 
her disguise with a lace shawl and 
frish wardrobe and enjoyed night life 
along Seeond-av. 


Now Gussio 
is 
considering 
her 


varied career in confinement while of- 
ficers investigate her 
business 
and 


zoological eccentricities. 


R. J. SCHROEDER, DELPHOS 


MAN, DIES AT HOSPITAL 


Thidolph 
John 
Sohroeder, 
67, 


father 
of 
Henry 
and 
Russell 


Schroeder, both of Delphos, died at 
City hospital, Tuesday, after an ill- 
ness of six months 
Death was due 


to blood poisoning. 


Besides the two sons in Delphoa, 


another son. Guy. resides in Marion. 
Surviving dough ten* are Mrs. How- 
ard 
Lewis, Marion; Mrs. 
Abram 


Kelly. McComb. Mrs. E. A. Shaw, 
Anderson and Miss Edrice Sehroed- 
er, Celina. 


Funeral arrangements have 
not 


Tieen completed. 


' Funeral services for Joseph A. 
Stanyer. 727 E. Market-sf, proprie- 
tor ot Riverside 
mills, who died 


Monday, will be held Wednesday at 
2 
p. 
in., 
at 
Bethany 
Lutheran 


Church. "Rev. W. S. Spayde, pastor, 
•prill officiate. 
Interment in Wood- 


lawn cemetery. 
* Besides the widow, he is survived 
t>y a son, Clifford; three daughters, 
Mrs. Mont Reese, Mrs. Roy Fergu- 
son and 
Mrs. E. 
Wilkes, all of 


Lima, four brother?, Thomas, John, 
and Charles, all of Lima, and Harry, 
of Dallis, Tex. and 
three sisters, 


Mrs. Sarah Ebling, Do!a; Mrs. Anna 
1'ollick and Mrs. Howard 
Miller, 


both of Lima. 


* 
MRS. KELKER IMES 


* DELPHOS — Mrs. Joh:i Kelker, 
78, died at her home h"ie 
from 


wraemic poisoning. 
Deceased was 


tha mother of Mrs. Anna Cotner 
019 E. 
Market-st, 
Lima. 
Other 


daughters are Mrs. Jo! 
• ' 
[,"•! 


Mrs. Ralph Edwin of thfe city and 
Wiss Lillian Sunrterln- , 
fol'mt 


luis. 
She was twice marrKd. 
£"..• 


la survived by her ' 'Hband." 


INFANT MORRISON DIES 


OF BOWEL OBSTRUCTION 


Betty Jane Morrison, 
t^o-year- 


old daughter of Mr. and Mrs. John 
Morrison. 820 Oak-st, died Tuesday 
at City hospital, following an 
111- 


n^ss from obstruction of the bow- 
els 
The parents and two 
sisters, 


Catharine and Ha?pl, survive. 


Funeral 
services will 
be 
held 


Thuiflday at 10 a. m., at the 
resi- 


dence. Rev. D. N. Kellv, pastor of 
Grace M. E. church, will officiate. 
Interment in Woodlawn. 


AMBULANCE REMOVALS. 


O'CONNELL: James McNamara, 


it. Ritas hospital to 128 W. McKib- 
en-st. 


CITY 
UNDERTAKING 
COM- 


Wilford Shaefer, City hos- 


Ijital to his bomc at South.Warsaw. 


HOMES ARE BOMBED 


t, WEADVILLE. Pa.—The homes or 
Marino Catalini and George Greene, 
Shopmen who continued to work aft- 
er the strike was called were the ob- 


KMSliLY IN HOSPlTAIi 


Virgil Knisely, 702 W. North-st. 


manager of the G. E. Blueni dry 
goods store, Ib ,it St. Rita's hospital, 
•where he \\.is subjected to an opera- 
,ton 
Tuesday for 
removal of, 
his 


.onsils. The 
operation 
was per- 


'ormed bv his brother. Dr. Alan D 
Knisolv, Lima. 


RECOVER FROM INJURY, 


James 
McNamara, 12S W. 
i\Ic- 


Kibben-st, 
who was injured 
ten 


weeks ago while at work on the now 
Woolworth-bldg, 
High and 
Main- 


Ma, has recovered sufficiently at St. 
Kita's 
hospital to be removed t& 


his homo. 


QUEST FOR GIRLS 


IS FRUITLESS 


Believed County Charges Have 


Left the 
City 


Two girls who fled from the Chil- 


dren's Home Sunday night are believed 
by authorities to have escaped from 
the city. The pair, Thelma Long and 
Daisy Rundio, each 17 years old, got 
away from a govemetss as they were 
strolling near the Home premises. 


It was discovered by Superintendent 


Walters Monday that Miss Long had 
$14.70 in the Citizens Loan and Build- 
ing- company which she drew out Sat- 
urday when he brought girls to the 
city, on their request, he said, that 
they desired to get 
some 
clothing 


from the Rundio girl's mother, who 
resides on N. Union-st, and the father 
of the other. He is an emploj e at the 
Solar Refinery. 


When they returned to the Home, 


Walters said, the Long: girl had a new- 
pair of shoes, which he believes were 
purchased with money she drew out of 
the loan. It is believed she had be- 
tween $6 and $7 left. 


The girls talked with other children 


about Toledo, the superintendent said, 
leading to belief they struck out for 
that city. That theory, however, is 
not given credence by the Long girl'p 
father, who believes they have gone 
to Minneapolis, where her mother re- 
sides. 


They probably did not have money 


enough to reach either city and the 
superintendent reported he is looking 
for other sources from which they may 
have obtained money. 


SUIT FOR INSURANCE 


ECHO OF APRIL STORM 


An echo of the 
tornado 
which 


swept over Allen-co April 
17, w;v 


heard in common pleas court Tue; 
day when O. P. Marshall, Perry-tp 
brought suit to collect $3,BOO 
ii. 


siirancn alleged to be duo him on a 
policy held in the Ohio Mutual Tor- 
nado Co., of Columbus. 


, His house, barns and 
granaries 


were wrecked hy the high winds. The 
buildings stood along St. 
Johns-rd 


south o£ Lima. 


Marshall carried $4,SOO insurance 


on the property on a 
policy taken 


out two years ago. He alleges that 
the insurance company will not pay 
his loss. 


He claims $1,200 on the house, an 


equal sum on his barns and the re- 
mainder of the i?3,600 on granaries, 
furniture and implements. 


The Victrola No. 50 as it appears when 


being carried. The winding-key is removed 
and fastened inside the lid. The sound-box 
Is alto wcmely fastened. 


Victrola No. 50 


$50 


THOMPSON'S MEMORY TEST 


AMAZING 
TO 
KIWANIANS 


Kiwaniana were afforded an* op- 


portunity Tuesday to see a demon- 
stration of Robert H. 
Thompson's 


"millioh dollar memory'' in action, 
lie 
demonstrated his powers 
at 


their 
luncheon at the Hotel Ar- 


gonne. 


Thompson called off the 
names 


of between 30 and 40 members and 
pointed (hem out, after having met 
them but once. He also gave sever- 
al other demonstrations ot his won- 
deil'ul memory. 


Y. M. C. A. plans and purposes 


were explained by Tom P. P<?arman, 
general secretary of the "Y." He 
told of the personnel which is being 
built up for the carrying on ot the 
work. 


20 ARE APPLICANTS FOR 


TEACHERS' CERTIFICATES 


Twenty 
made application 
for 


teachers' certificates before the city 
board ot school examiners at Cen- 
tral high school Tuesday. 
For the 


most part the number consisted of 
renewals. 


Others presented sufficient college 


or normal credits to entitle them to 
certificates without the formal card 
fxamination. Superintendent J. 
K, 


Collins, a member of the 
board, 


stated. 


The 
second examination for the 


present >ear will be held August 30, 
it is announced. 


LODGE NOTICES 


There will be a regular meeting 


of Trinity chapter. No 16, 0. E. S., 
Wednesday at 7:30 p. m. Initiation 
This Is the last meeting before va- 
cation. 


THEFT CLUES "COLD" 


Clues in the theft of $2.500 wor.ih 


of jewelry from Mrs. J. W Mlttfs, 
a guest at the Barr hotel, have 
turned "cold," Chief ot Police T. A. 
Lankcr said Tuesday 
No develop- 


ments In the 
oaso 
were 
expe'c'ed 


Tuesday, according to police. 


Good cantaloupes, at Dorsey's. 


TAKEN TO HOSriTATj. 


Miss Josephine Ward, 
graduate 


nurse, 770 Atlantlc-ave, is very ill 
and has been removed to St. Rita's 
hospital. 
Miss Ward is said to be 


suffering from abdominal trouble. 


and it plays the same music as the largest 


^ Victrola* 
It is ^ Victrola—all that the name 


^signifies. 
Victrola patented features, Victrola 


and Victrola tone-quality insure the ut- 


momusical satisfaction. And the construction 
withstands the wear and tear of travel* 


See and hear this portable Victrola 


today at the store of any dealer in 
Victor products* 


REG. U. S.PAT. OFF. 
"HIS MASTERS VOICED 
Important; Look for these trader-marks. Under the lid. On the'label* 
Victor Talking Machine Company 


Camden, New_ Jersey 


PROHIBITION FAILURE 


FOR 
MAKIN, CHARGED BY 
WIFE IN DIVORCE SUIT 


Prohibition made the home life of 


Mrs. Vera Makin worse, if anything, 
she avers in a petition for divorce 
filed in common pleas court Tuesday. 


Back a few >ears before prohibition, 


her husband, John Makin, consumed 
the brand of liquor that intoxicates; 
now the sort he gets, the petition says, 
not only inebriates but makes him act 
crazy. 


When under its influence he has 


wrecked the interior of their 
home 


several times, the wife asserts. She 
is o£ the opinion that use of corn 
whiskey and other poisonous bever- 
ages has affected her mate's mind. 


Makin, it is alleged, sleeps with i1. 


razor under his pillow, with which he 
has threatened his wife. 


In Court For 


LIMA PASTOR DELIVERS 


SERMONS IN NEW. YORK 


Rev. Warren L. Steeves, pastor oi 


the First Baptist church has return- 
ed from. New York City, where, on 
Sunday, he delivered the morning 
and evening sermons in the First 
Baptist church, Broadway and Sev- 
en ty-Ninth-sts. 


Rev. steeves annually preaches at 


the First 
Baptist 
church in New 


York in the summer. He Clares that 
despite the hot day last Sunday, the 
large chinch was filled, botti morn- 
ing and evening-, with worshippers. 


Rev. I. M. Hademan has been for 


40 years pastor of the First Baptist 
church In New York City. 


ERECT LAWS RAILING. 


As a protection to1 the lawn sur- 


rounding the First Baptist church. 
High and McDonel-sts, trustees of 
the 
church have placed 
an 
iron 


railing 
around the entire 
church 
property. 


IJANXS RECORDED 


Banna of the marriage at Maria 


Clancy, 1016 iV Khzabeth-at and Kd- 
ward A. Holtz, 
Hnntlngton. Ind.r 


which 
occurred 
in St. 
Gerard's 


church, were recorded 
in probate 


court Tuesday 


•Fine Peanut 


£uahlci"£, 12G 


Butter, 
lb 


E. High. 


12c, at 


RAL1.OON TEAM TO SAIL 


WASHINGTON — The army bal- 


loon team will sail tomorrow from 
New York to take part In the Gor- 


Another problem awaits solution 


by the "statistics hound" as the re- 
sult ot a finding by E. M. Botkins, 
justice 
of the peace 
and 
acting 


judge in criminal court, that almost 
all 
men who appear in aourt 
for 


drunkenness 
are either single 
or 


bachelors. 


sHow come? 
Dunno, unless it be 


that benedicts have not the price. 


It 
is more than a coincidence, 


Ray«> the justice, that 75 per cent of 
those 
\\ho 
faced him for 
a wee 


FOUR ARE ADMITTED TO 


CITIZENSHIP; SIX 
FAIL 


TO APPEAR OR QUALIFY 


Four aliens, former 
subjects of 


Greece, Austria, Germany and Italy, 
were admitted to citizenship by Judge 
Fred C. Becker,' following a hearing 
in common pleas court Tuesday. 


A half dozen others were either not 


present to press their claims, or were 
unable to qualify. 
TVJO cases were 


continued. 


The quaTtette of new citizens are: 
Carlo Lazzeri, "J79 S. Union-st; Um- 


berto Bruno, 631 N. .Tackson-st; Ar- 
thur R. Lenau, 805 • N. Elizabcth-st; 
Peter Petroholas. 


Petroholas, a Greek candy maker, 


and former soldier, was admitted to 


BLOODY CLOTHING USED 


AS EVIDENCE IN TRIAL 


MORR1STOWN, N. J. — Blood- 


stained shoes and trousers were is- 
troduced today as evidence against 
15-year-old Francis 
Kluxen, 
v&o 


went on trifl charged with, the ffl°r 
der of Janette Lawrence. 11. 


Police Chief Johnson 
identify 


the shoes and trousers as those taK- 


jaunt to Bacchus' shrine have eith-, citizenship on the basis of his dis- 


charge papers, showing proof of serv- 
ice in the world war. 


T. J. Cprbett, S02 Greenlawn-av, 


er failed to take unto themselves a 
better half or have passed the age 
where they "dassen't." 


And Botkin knous. He kept tab 


on 'em for the last month. 
There native of Ireland, was temporarily de- 


nied admission on account of failure 


were nine taken since Sunday for i to have papers showing date of land- 
tasting o£ the bootleggeis' 
nectar mg jn the "United States. 


and al) are delightfully unmarried 
or hopelessly batchy. 


Perhaps it is because baby needs 


a new pair of shoes that imbibing is 
a lost art among the married ones. 
Then, 
again, 
B'riend Wifey 
may 


have 
set lier dainty French-heeled 


slipper down hard. 


NEW STATE HOME FOR 


FEEBLE MINDED PROPOSED 


COLUMBUS — (United Press)— 


Governor Davis and his administra- 
tive cabinet will 
be asked at the 


SCHOOL BOARD MAY TAKE 
purchase of the 1704 acres of land 


OVER LIBRARY CONTROL "e« Spencer. Medinar under op- 


A resolution providing ^that tho 


school board take over the City Li- 
brary will come before that body in 
a meeting to be hcli Tuesday night. 


Lack of funds for necessary re- 


pairs to the building and for upkeep 
and providing new books impels the 


don 
Bennett 
international balloon "brn7 board to seek relief via the 


at 
Geneva, 
August 6. 
The board of education 


team Is commanded by Major Oscar 
Wostover, air service and includes 
Lieutenants Chariton F. Band 
and 


William E. Connelly. 
The 
SO.OOO 


cubic foot capacity balloon, 
which 


the army used to win the national 
balloon race for the past two years, 
la being taken to Switzerland by 
the' team. 


For real good new potatoes call 


JDorsey'a 


U \vns 
asserted 
Tuesday 
that 


there i\ill ho some opposition to tho 


MARRIAGE LICENSES 


Alois llosch. r,t>, 
Inborur, 
tSOS 


Lakewood-av, and Gisela Sukitsch, 
S3. cigar maker, 1SOS Lakewood- 
av. 


William Conloy, 


i ! 4 ] S \\~. Hlch-si. and 
Myrtle .",: 


iJ}erIcksont 44, 1414 W. High-at. 


carpenter. 


ay 


Uon as a proposed site for 
a new 


en from the Kluxea 
Home 


alter Janette's body, 
stabbed 20 


times, was found in a woods usa*1 
here. 
" 


The trousers were soaking "> * 


pail of water, the state's first wit- 
ness said. 


BLYMEYER IN PRISON; 
ne 


WIFE GIVEN DIVORCE 


Gladys Marie Blymeyer, 
618 
oi 
Eureka-st, was granted a decree 
divorce from Raymond Blymeyer 
Judge Fred C. Becker in 
pleas court Tuesday. 


Blymeyer is at present an 


ot Mansfield reformatory. 
The 


told the court that prior to his 
sent 10 prison he failed to coatriD»w 
properly to her maintenance. 


She is maintaining herself now 


earnings as a stenographer, she ssy 


CONFERENCE RESUMED 


WASHINGTON — The 
Ch 
resumed 


feeble minded institution, 
Welfare 


Director Macayeal said today. 
j Uon of 


Date of the cabinet meeting has.'Arica. 


not been fiSed, 
but it was said 
t 


meeting is expected later in the week 
The purchase has been approved by 
the welfare 
department advisory 


board and the agricultural 
board 


Director Macayeal will ask the- gov- 
ernor and cabinet to sanction im- 
mediate purchase. 


REVOLT IS CRUSHED 


PARIS. — Plans for a monarchist 


revolution In Portugal fixed for Sun- 
dnyv were successfully crushed 
by 


the government's precautions says a 
dispaich to La Journal. 
About 100 


persons were 
arrested, 
including 


Commandant fouza and many offlc- 


. 
. 
joint sessions today to completei 


era, and 
premier 


Alvaro De Castro, former 


tails of Its agreement for - 
— 
the 
dispute over 
Tacn* 


Today's session, convenpa 


10:35 a. m., with the delegates °» 
both sides Indicating a 
the few remaining Issues 
could be settled. 


SURGERY PATIENT 


Miss Garnet Ice, 109 N. 


who submitted to an operauon 
City hospital Monday, for reli" -"JL 
appendicitis, is recovering Japlw^. 
according to reports from too 
pital. 


NOTICE 
, . 


Chantauqim Tickets on Sale •* 


Gas Office 


j.-......u.-.j.-.n..-T----i--U^....L 
" ii»'""""'~ 
*ftl 


Large head new cabbage tot * 


iat Dorsey'a 
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JNK! IT'S JUICY 
jttDjJSlW! 


Says Rector Who Deplores 


Flood of Empty Talk 


GES SPEECH 
RESTRAINT 


•king Truth is Held to" be 


Christian Duty 


4RY Ind. — (Associated Press) 
he word "bunk" was described 
i "luscious, juicy" 
word, 
and 


led as a rebuke to "this smoke 
en of empty words that hangs 
it us" by the Rev. James Fos- 


rec'tor 
of 
Christ 
Episcopal 


rch here in a 
parish message 


ng restraint in speech. 
[r Foster conceded that •"ba- 
and sunsets, fire sales and cir- 
parades must be described in 
,cendo style," but 
he 
asserted 


"if we cannot stop the flood we 
at least refrain from swelling 


0 seek truth and restraint 
in 


sen" Or. Foster held to 
he 
a 


istian duty. 
BUDK! 
That's a word lor you! 


declaied. 
"A 
luscious juicy, 


matopoeic word; that dams pre- 
,ion in its 
utterance, 
and 
re- 


es with a smacking gesture 
the 


uily of the spell-binder. 
More 


ei'to 'U 
MaJ' its use increase, 


as the mere coup of grace of 
ventional retort, but as the crit- 
estimate of good people of this 
,ke screen of empty words that 
hs aiound us. 
•?MKIU V WAITED 
There was a time when handing 
the bunk was limited to a few 
ice spirits who worked at it with 
stic ienor and some skill. 
We 


Id stand it then, for it was well 
e, and we were 
not 
surfeited, 


r,' however, there seems to be no 
it' to the number of 
those 
who 


ild use it, and 
no 
restraint to 


rzea.. As a result, the resources 
Unciiagp -ire wasted 
by 
these 


im-shovdl intelligences who(heap 
\\oids onto a foundation of "truth 
t sometimes is pretty thin. 
Of cniiise it is hardly to be 
ex- 


ted that in this superlative age 
could eft along 
without 
some 


il( 
Babips and sunsets, fire sales 


1 circus parades must be described 
crcsrendo MylP 
The demagogue 


st ftosglp, and the heart of the 
iple 
1 must be touched by the seek- 


after suffrage. 
So the flood 
of 


"ds runs on. But if 
we cannot 


p the Hood \VP can at 
least 
re- 


in troni swelling it. 
There 
are 


•h things as truth and restraint 
speech. To seek for them is 
a 


nstian duty. 
And even tho 
the 


IBS do he iinpropitious, 
it 
is 


rtli waile striving ior honesty in 
>ech as woll as in thought." 


c/ 
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For a Vacation 
Without Mishap 
Avoid Usual Discomforts- 


Return Entirely Fit 


The real enjoyment, the ' 


great benefit of vacation, 
comes from the all-day life 
in the open, from the out- 
door sports —fishing- 
swimming —base-ball — 
tennis—golf. 


But unaccustomed exercise is 


apt to make the muscles sore, stiff 
and painful. Other spoil-sports 
are sunburn, insect bites and 
poison oak or poison ivy. 


Vicks can be applied to pra- 


venf these discomforts andisaiso 
a soothing relief. It helps, too, is 
case of summer colds, hay fever 
or headache. 


Take Vicks on 
Your Vacation 


'The Remedy of 100 Uses" 


OFFERING 


a Baltimore Girl Recov- 
ered Her Health 


several 


and general weak* 
ness. 1 could not sleep 
comfortably at night 
for pains in my back. 
1 found your book at 
borne one day and 
after reading it be- 
gan at once to take 
Lydia E. Pinkham'a 
vegetable Com- 
pound. I have had 
very good results and 
some of my girl 
fnends are taking it 


u ade Wel1- 
y W3nt other w°men 


h?m>s Stable Com- 


- from 


. 
»ot try it? 


„ done or to go 
neiped many women. 


July—the end of the Selling 


Season always leaves a big lot 
of Summer Merchandise on 
our shelves. As has been our 
custom ior years we aim to sacrifice and 
close out all summer footwear before the 
arrival of the next season. Hence, the fol- 
lowing tempting prices on all summer foot- 
wear. 


Brogue Oxfords 


July Sale Prices 
$8.45 


Your choice- of our entire 


slock Men's Tan or -Black 
Calf Oxfords—The season's 
smartest styles—AAA to D 
—5 to li. $10 values. 


Men's Oxfords 


July Sale Prices 
$6.45 


Your unrestricted choice 


of all our $S.OO oxfords for 
men and 
young 
men In 


Light or Dark Tan—AA to 
D—5 to 11. 


Blucher Oxfords 


July Sale Price 
$8.45 


In fine Soft Brown 


kid or Black kid, me- 
dium 
straight com- 


bination 
last a n d 


Semi-English, AA to 
E—6 to 12. $10 val- 
ues. 


.00 Tan 


Oxfords 


July Sale Price 
$6.45 


A very large selection of 


stjlcs in tho new shades of 
Tan from which to choose 
—AAA to 
D—2 
to 
9 


The Famous 


Laird, Schober Co. 


Fine Footwear 


Novr Reduced to Only 
$11.15 


In Patent kid—Black calf— 


Tan Calf 
and 
Tail 
Russia 


calf. High or Low heel—Ox- 
fords or Pumps. 


The values which we will of- 


fer during this July Sale are 
extraordinary for two reasons 
First, because of the quality of 
the Merchandise—Secondly because of 
the newness and smartness of styles. All 
the new models from the spring and sum- 
mer selling are included in this sale. 


All $10,00 


Pumps 
July Sale Price 
$8.15 


Newest styles and finest 


quality 
in 
Patent 
kid— 


Black or Brown kid 
and 


White Washable kid. Com- 
plete range 
of 
elzcs, 
2 
to 8— 
AAA 
to 


$8 Pumps 
& 
Oxfords 


July Sale Price 


$6.45 


Your 
unrestricted 
choice ot our entire 


stock Pumfflj and C&tords In Patent—Black 
or Browv "pd—Ne-wiN: and choicest styles of 
the seasc4§? 
,' W 


.00 Patent Grecian Sandah 


July Sale Price 
$6.45 


The newest and smartest styles of the pn- 


tire season—all Patent Strap Grecian Pandals 
•with Low heels and medium full toes—AAA 
to D—2% to 8. 


For Baby Boys- 


Little Boys Tan Calf 
Oxfords 


All Patent or Sport Oxfords—Sizes up to 8. 


July Sale Price 


$2.45 


Little Gents 


• Oxfords 
July Sale Price 
$3.45 


Your choice of all our 


$4.00 and $5.00 Oxfords 
for Little Gents. 
Sizes 


11 to 2. 


Sport Oxfords 


For Little Boys 
, 


July Sale Price 
$3.15 


Smoked Pearl Elk Ox- 


fords with Tan 
Saddle 


and leather soles of best 
quality—Sizes up to 2. 


Pla-Oxfords 
July Sale Price 


$1.45 


In dark Tan Calf with sewed leather soles—cool 


and comfortable for hot weather wear. Sizes to 2. 


Boys9 Oxfords 


July Sale Price 
$3.98 


Your unrestricted choice of 


all our Boys' $5 Oxfords. Tan 
or Black—sizes up to 5%. 


Boys9 Brogues 
Brogue Oxfords 


July Sale Price 
$4.45 


One lot Boys' Beautiful dark 


Tan calf Brogue Oxfords, made 
over the new Square French 
| toe—strictly $6.00 grades. 


Sport Qxtords 


July Sale Price 
$3.49 


AH Smoked Elk Sport Ox- 


fords with Tan 
saddle 
and 


Plain toe—excellent wearing 
leather 'soles. 
Strictly 
$5.00 


grades. 
Sizes up to 6. 


Grecian Sandals 


July Sale Price 
$4.35 


All Patent leather cut-out or 


Grecian 
Sandals 
with 
Low 


Broad heels—very fashionable 
—Sizes up to 7. 


(Basrracnt Dep't.) 


Nettleton Oxfords 


FOR MEN 


All BtylfB now reduced to 


$11.15 


Brown Kid—Black Kid— 


Tan Calt. 


Men's Oxfords 


July Snlo Price 
$4.98 


Nifty young men's styles' 


In Dark Tan, also 
Brown 


kid Blucher Oxfords for tho 
Business Man. 


$9.00 Oxfords 


Strap Pumps 


For Liille Girh 
$3.45 
July Sale Price 


for our entire stock of Misses' 
and Children's all Patent, Tan, 
or Gun Metal Pumps and Ox- 
fords—sizes up to 2. 


Strap Pumps 


For Children 
July Sale Price 
$2.65 


AH 
Patent—Champagne— 


Brown or White 
kid' strap 


pumps—Sizes up to 11—Price 
reduced fo §2.65. 


July Kale Price 
$7.45 


Smoked Elk Sport 


Oxfords with Tan Sad- 
dle and Tip—Smart 
Black or Tan Calf Ox- 
fords for Business and 
Semi-Dress. 


For Baby 


For THE BABY 


July Sale Price 


'$2.45 


Fancy Strap Pumps in Patent—Blark- 


Champagno—or White kid—Sles up to S. 


Pumps 


In Patent — Black — 


Brown — Champagne 
or 


White kid — Sizes up to 
5. July Sale Price only 


July Sale Price 
$L85 


White Shoes 


July Sale Pi-ice 
$1.85 


For Baby, White Can- 


vas Siioos, hand 
turned 


soles. Sizes up to 8. 


White Sport Pumps 


July Sale Price 


$2.15 


Beautiful white Sport Pumps and Oxfords, trimmed 


with Patent, made over Broad nature shaped 
Sizes up to 8. 


SPORT OXFORDS AT EXCEPTIONALLY 
LOW PRICES 


Men's $6-00 


Sport 
Oxfords 


July Sale Price 
$4.98 


Made 
from 
soft 
pliable 


Smoked Elk with tan Saddle— 
plain 
toe — Duflex 
Rubber 


Soles. Sizes 6 to 9. 


Men's $9.00 


Oxfords 


July Sale Price 
$7.46 


An \musually snap- 


py-looking and 
sood 


quality Smoked 
Elk 


Oxford with tan 
calf 


saddle and semi-wing 
tip—very fashionable 
for out-door and sport 
u ear. 


GiVfe'.$5.00 


Sf>ort 
Oxfords 


July Sale Price 
$3A9 


Made from Smoked 


Elk with Tan Saddle, 
plain toe, best quality 
flexible leather soles. 


(Basement Dcp't.) 


Women's $7.50 
Sport Oxfords 


July Sale Price 
$4.98 


A 
beautiful lot of 


Pearl Elk with 
Tan 


saddle, lace 
oxford, 


plain toe or tip, lea- 
ther soles—AAA to C. 


(liascmcnt Dep'l.) 


$8.00 While. 
Sport Oxfords 


July Sole Price 
$6.45 


o Made 
from While 


Rheinskin 
trimmed 


with white calf—Pat- 
ent leather—or plain. 
White — with 
Low 


heesl 
and 
leather 


soles. 
AAA to D—2 


to 9. 


Women's $9.00 


Oxfords 


JuJy Sale Prlrc 
$7 AS 


Gray 
J3lk 
trimmed 
with 


White Calf, Pearl Elk trimmed 
•with tan calf. White Ubeinskin 
trirnmed with Patent leather. 
Low heels and very 
fashion- 


able—AAA to D. 


Men's White Canvass and 


Palm Beach Oxfords 


Extra Special for Men 
All $3.50 and $4.00 White Canvas Lace Ox- 


fords in our Store now reduced to your choice— 
July Sale Price 


$2.65 


For the "Kiddies" 


July Sale Price 


Good Sandals with Leather Soles—Pla- 


Oxforas—Tennis Shoes—Strap Slippers— 
all reduced. 


(Basement Dep't.) 


White Canvas Oxfords 


July Sale Price 


$1.98 


A very big lot lien's White 


Canvas and Palm Beach lace 
Oxfords with 
leather 
soles, 


sizes 5 to 11—Special in our 
"Down-Stairs-Store"—$1.98. 


White Kid Pumps 


July Sale Price 
$2.65 


One Lot 
Genuine White Washable kid Seamless 


Pumps—Very high-grade—Remnant sizes from 6 to 
7Mi—AAA to E. ' 
(Hasornent JJcp't,) 


White Fabric Pumps 


July Sale Pi-ire 
$3.73 


A big lot fine white fabric one strap Pumps—Low 


nr high Louia 
heelfl—hand 
turned 
soles—$fi.OO 


grades—very special $3.73. • 
(Basemf nt 


Girls' Sport Pumps 


July Sale Price 


White 


Oxfords and 


Pumps 
July Sale Price 
$2.16, 


A very big Lot Women's 


and Girls' 
White 
Canvas 


Oxfords with Low Heels and 
fine white 
Rheinskin 
Ox- 


fords with Louis heels, all 
to be closed out 
at 
only 


$2.15. 


$3.73 


138 N* Main St. 


A 
beautiful 
lot /Women's and 


Girls' now Sport Pump3—T-n<- L,—' 
—one and two strap paf .^.<ai». trim- 
med with Patent Leather, Tan Calf, 
and White Calf. See these Big Val- 
ues Down-Stairs. 


\ 
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ULTIMATUM LAID 


DOWN TO HENS 


, Must Lay for Owners or Will 


Lose Their Heads 


VITAMINES ARE 
NECESSARY 


Feeding and Culling Demonstra- 


tions Planned 


Allen-co hens ard Boon to be told 


to "Jay or go to market." "oultry 
demonstrations in practically every 
township in the county wiU he held 
under the direction of the Allen-co 
Farm Bureau. 


Two subjects will bo taken up by 


the demonstrators. 
These are feed- 


ing and culling. Both are of extreme 
importance at the praonrit time, H. J. 
Ridge, farm agent, says. 


Proper foods play an 
Jmport-tnt 


'part In the raising of young chickens 
and the production of eggs. 
Unless 


all elements 
are 
provided, 
tho 


growth of young chickens will be re- 
tarded. 
HEJVS NEED VITAMIXKS 


Jt has been found ly statp auth- 


orities that chickens need -vitamines 
and mineral salts just the same as 
people do and development can ho 
speeded up by the proper balancing 
of the ration. 


In the demonstrations tbe neces- 


sity of feeding milk, greens and higli- 
I/rotein 
foods 
will 
be 
stroked. 


"Wherever possible vitamins t'od fowls 
will ba compared with those which 
have not received these elements. 


Laying hens require food rich iti 


certain elements, while that for fat- 
tening poultry should bo ont.in-ly d i f - 
ferent. Ridge says, 
(..'ornploto mix- 


tures for all purposes 
will bo on 


hand at the demonstrations. 


Poultry culling Is also very im- 


portant. 
This Separated tho laying ; 


lien from her lazy sislbrfl and saves 
largo quantities of food and lowers! 
expense for the farmer. 


Color of the hen' eggs and the de- 


gree ot molt will show the inspector 
whether the hen is laying or not. 
Non-producing hens should ho mar- 
keted immediately, Rldgc states. 
AID TO FAKM.ERS 


Very few of the farmers have fa- 


cilities for trnpnesllng 
their 
lions 


and are welcoming any information 
which will enable them to chooso 
between the laying and nonlaying 
hens. 


Last year 2,918 culling demon- 


strations were held in 70 Ohio coun- 
ties. 
More than 250,000 hoiiH were 


judged as a result nC these farmers' 
gatherings. 


Bettor grades of poultry with a 


concentration on 
pure bred 
stock 


aro constantly urguci by tlio state 
experts. 
Where puro blooded poul- 


try aro raised tho profits aro in- 
creased enormously, records 
show. 


IMPROVEMENT TANGMC 


DBLPHOS—Eugene 
LIppincott, 


prosecuting 
nUprney 
and 
John 


Thompson, commissioner of Allen- 
co, were here Monday for tho pur- 
pose f straightening out n tangle 
In connection 
with (lie 
proposed 


Improvement 
of a portion 
of the 


Harding Highway within 
tho cor- 


porate limits of this city. 
Efforts 


are being made to establish tho fact 
that Suthoff-st is part ot a 
main 


market road. 


MRS. 
ROZEIiLA 
IjAUPERTV'S 


BEAUTY 
PARLOUR 
AVlM'i 
151; 
ci<osKi> IHTKING THIS . RKMAIN- 
J>ER OP THE MONTH OF JULY. 


The Best 
Dessert and 
the Easiest 


Delicious homo-irmilo cake 
takes just 3 minutes to mak 
with 


Igleheaft Bron. Evanivilte, led. 


KOTICE TO CONTRACTORS 
Sealed proposals will bo received at 


the office of tho City MannKor, 
City 
.Building. Lima. Ohio, until 12 Oo o'clock 
M., Central Standard Time, o!' July 25, 
1922, for tha improvement of tho fol- 
lowing streets: 
Spring 
St. from Jnrnoson Ave. to 
Cole St.: 2040 Sq. Yds. 
, 
Hazel Avenue from McDoncl St. to' 
'JtTetcair St.; 1370 sq, yds. 


Hazel Ave. from 
Jameson Ave to 
Cole St.. 1957 sq, yets. 


CoHett St. from Richie Ave. to Dd- 
phos Ave.; 1376 sq. yds. 


Wendell Ave. from \Voodla\vn Ave to 
Kixon Ave., 21 OS sq. yil.s, 


Lakewood Ave., from AVoodlawn Ave 
to Nixon Ave.; 2145 sc|. yds. 


Lowell Ave., from "Woo'illuu-n Ave to 
.Nixon Ave.: 1003 sq. yds. 
O'Connor Avf., from Main St to W&si 
St.; 3074 sq. yds. 


West St.. from "Wayne St. to Penna 
Ave.: 721 sq. yds. 


Vine St.. from Pino St. to Reese Ave • 
1538 
sq. yds. 


Hazel Ave., from Mctcalt St to Bax- 
ter St.; 20-iT eq. yds. 


Leland Ave., 
from Charles St 
to 
Woodward Ave.; isfiii s«- yds 
Wayne St. from Jamvson Ave. lo Cole 
St., 2061 sq. yda. 
by furnishing 
a:iO 
const riictino- the 
necessary 
foundations: 
milking 
ine 
necessary excavations; furnishing and 
•clung new curbing, 
and redressing, 
rejoining and resetting old curbs, and 
ray.ris 
tho 
roailn-Hy 
with 
Vitrified 
Brick, Sheet Asphalt. Asphaltlc Con- 
crete, Asphalt Block. Wood liloclt 
Bi- 
tuminous Macadam. 
Wmite. Warren- 


i 
Kc!UUCKy 


Detailed Information and Mank r>ro- 
posals for the work may bo obtained at 
the office of tho Cltv Engineer 


Plans, specifications i?nd blank pro- 


5° J"'ork TOfty be obtained at 


METER READERS THIRSTY, 


BARRED FROM CELLARS 


LANCASTER. Ohio — Call out 


the dry detectives'. 


This little town, apparently, is in 


the grip of that arch enemy ot hu- 
man progress and prosperity (whis- 
per) — HOME BREW ! ! ! 


Visitors passing tbru Lancaster's 


residential 
district 
gasped 
and 


pinched themselves to see it they 
were awake. 


For almost every home in Lan- 


caster had the water meter in tbe 
front yard. Maybe it was the water 
meter, — that's immaterial. 


"What's the 
large and 
shinlns 


Idea" a tourist asked a Lancaster 
policeman. 


The guardian of Iho public pence 


looked in the dirortlpn. 


"Oli. 
those," 
lio 
yawned, "We 


keep '<un in tb« front y:ml hni'c. 
Meter readers get SO thirsty." 


ANTIOCH COLLEGE WILL 


INSTALL RADIO STATION 


YKLLOW SPRINGS — 
A broiirt- 


castiriK station will ha added to the 
radio department of Antioch college 
next year according lr> <m announce- 
ment l>y Dean Xash, of the nchool. 


After ttio station (IMP lioon installed 


the institution 
will 
broadcast Joc- 


tures, music and otli^r educational 
features. 


JJr, George J. Krayne, who has 


beon selC'Cleda 
professor of math- 


ematics will he placed in charge of 
the station, Nash announced. 
Dr. 


Frayne was a llculcnlunl in thfi sig- 
nal corps during tho world war. 


INTERPRETERS IN 


CIRA'S CASE 


South Side Latin Population to 


Hear Divorce Testimony 


CKAHH IS l''ATAfj 


TOI.KDO. — Ro:;a Borxak. 36 and 


Benjamin, 25, her brot lier, \voru kill- 
ed and Mr. and Mrs. Benjamin I',",'- 
zak, 
53 and 52, pnrents of tlv you IK; 


folks and Bnrdnlla 
Morris, 
negro 


chauffeur, \vcro 
twrioHnly 
injim-.i 


when a train hit their aniinnHill" 
noar nutlcr, Infl. All are from Clove" 
land. 


Interpreters- may he necessary to 


make clear some 
of 
the 
evidence 


when tho divorce of Louis and Rose 
Cirn is heard before Judge Fred C. 
Becker in common pleas court. 


Both husb'find and wife are. Italian 


and practically thfi entire Latin pop- 
ulation of the south Bide "will crowd 
into the court room to hear the evi- 
jdonee, it Is expected, 


j 
Clra, said to he the oldest ped- 


jdler in Lima, resides at -130 Marion- 
av, with relatives. 
Tho vicinity is 


largely peopled with Italians. 


February 9, Cira 
instituted 
di- 


vorce proceedings against his bride 
Rosa, who is many years his junior 
and said to lio possessed of all 
the 


fire and beauty of her race. 


She countered with & cross peti- 


tion and will make an effort to se- 
cure tho decree. 


Cira says his wife refused to cook 


for him, slole his diamond ring and 
later left home, taking with her all 
the sliver plate. 
In a supplement- 


ary petition he charges her with con- 
duct unbecoming a married woman. 


Rosa alleges she was driven from 


home by Cira because she objected 
to his clandestine 
meetings 
with 


youn.R girls, from whom she believes 
he received letters. 


Cira, while visiting Italians in Ko- 


koino, Ind., met Rosa Maseari, belle 
lot "Little Haly." 
They were inar- 


jried and r;i mo to Lima. 
She asks 


Ithal he; former name be restored. 


DE1SEL 


Children Cry 


FOR FLETCHER'S 


O AISTO R I A 


o . 
Each proposal must bo accompanied 


2*nHa 
1»eriltled cllc<;k tof ''*•?* of the hid 
submitted on a solvent bank, as n. guar- 
antee that, if the proposal bo accepted 
5°5,ract "in ba «nt*red Into 
«,? ?JreJs ?ust uso tlia Printed 
forms 
provided therefor, as nona others will 
bo accepted. 
..J^'iS £ldd,';r J° whom the contract i 
awarded will ba required to furr.tsh 
a 
eond In the sum of tho full amount ot 
i£ Jf»°nJ ^ac{ Pvlco> for tho faithful 
xormanco it tho contract, 
The City Manager reserves tho right 
to reject any or all bids. 
By Order of tho City Commission, 
_. 
C. A. BINT, HAM. 


• cuy « 


good furnace deserves good care. It 
should be cleaned out and inspected at 


the end of each season. 


We are glad to perform this service for Moncrief 
Furnace owners in this city, without charge. 
Give us a ring on the phone, or drop us a line 
before July 15th, giving your name and address 


,, and we will call at a convenient time. 
.The Henry Furnace'& Foundry Co. 


Direct Factory Branch 


732 So. Main St. 
Phones, Main 7160—Lake 6577 


F. A. SEELEY, Manager 


ne 
.Gasott 


• t Bo* Rrau'tt' 


ructive 


TELLS how to obtain greater economy 
an.d efficiency from .your car. Typical 
chapters: "What is Gasoline?," "How 
Gasoline In die Tank.Turns to Power 
in. the Cylinder," "How The Men Who 
Make Gasoline Measure Its Quality," 
"How to Get Best Results From 
Gasoline." 


Interestingly instructive — contains 


ivo advertising. Free at Red Crown 
service stations and dealers. 


THE STAN&ARD OIL COMPANY 


(An Ohio Cofponrtion) 


Qasoline 


-has £»V Campfaff Chain 


Big Wednesday Bargains in the Big .Store's 


Wednesday 
4 


TU 
BiS 
IH 
Sales 
Day 


"Wednesday you may buy with ev- 
?ry $1.00 cash purchase one pound ot 
sugar for 3c. Thus with n $5.00 cash 
purchase you may buy 5 pounds ot 
sugar for 15o and so on for any 
imount. Cash and Carry, Auto and 
Remnant Dopt. 
cxcepted. Sug- 
is 
.. advancing 


In price anjiy. 
secure 
your 
canning 
, »ut>- 
ply 
on 
tnls 


>ri'cr. 


The 
Pound 


CANTON CREPE 


40 inch Pure Stilt, heavy quality, 
Kood range 
of 
colors. 
$3.98 


value. 
(t»«j QO 


Special tho yard 
<P6»«/O 


CREPE-DE-CHINE 


40 Inch, aU pure silk, 1C new col- 
ors and white. 
The yard 


36 INCH TRICOLETTE 


Finest quality, 
for, blouses and 


sweaters, colors ai|fl white. $.1.98 
values. 
JS 


Special the yard. .* .. 


36 INCH PONGEE 


Silk and Cotton mixed. Natural 
color only. 
pQ 


The yard, 
D«/C 


REMNANTS 


Silks and Woolens. 
1 / OFF 


Special 
/3 


IRISH LINEN 


36 inch, shrunk, lino non-crush 
grade, IB colors and 
fi€i*» 


white. 
Special the yard.'. O«fC 


TISSUE GINGHAMS 


With silk stripe, pink, lavender, 
blue and black checks. 
Special the yard ...., 


TABLE OF VOILES 


Light and dark grounds, values 
to 75c. 
Special 


Saturday the yard 


VOILE DRESS LENGTHS 


A variety of handsome effects, 
limited quantity. 
17r> 


4 \~- yards for 
I 3C 


DOTTED ORGANDIE 


Several shades, clearance priced 
Saturday 
the'yard 


Main Floor 


45c 


75c 


July Sales 


CHILDREN'S DRESSES 


Ages 2 to 6 years, gingham and 
organdy. 
.rf»-| fin 


Choice 
«pI«UU 


ROMPERS 


Slightly soiled, but washing will 
make them good as new. 
("Q 


Values to $l.fi!). 
Choice «5"C 


BOYS' OVERALLS 


One special bargain group, ages 
2 to 0. Values 
j-Q 


to $1.00. 
Choice 
«S"C 


BRASSIERES-BANDEAUX 


One lot at a special 
OQ 


cleanup price 
«J«JC 


CORSETS 


Odds and ends of various good 
makes, values to- 
d»-« A A 


52.50. 
Choice each.. «J>1.UU 


Every Day a Special Sales Day in July 


Every day fresh nsw bargains are featured, and every bargain means a', saving to you In actual 
dollar* and cents. 
These Wednesday bargains are specially selected for their timeliness and the 


remarkable values they offer. 
Read them over—there is surely something to-interest you. 


Prices are Slashed on AH Straw Hats 


Men's Straw Hats 


25% 


Discount 


This includes every 
Straw 


and Panama Hat in stock. 


•53.00 Hats now 
:>X50 


$2.3O Hilts now ...:.:. .$1.87 
$3.00 Hats now 
$2.35 


S3.5O Hats MOW ...^,..$2.63 
$4.00 Wats wpiy .,...,...$3.00 
$5.0O Hats now 
$3.75 


Boys'Straw Hats 


¥2 Price 


For boys and little fellows. 


All shapes, dll styles and 
colors. 


08c Hats novv 
.-..•«.....85c 


$1.0O Hats how ........50C 
$1.50 
Hats now ..........750 


$1.00 Hats now ,_. .'.'..„. 85c 
$1.00 .Hats now ....... ...08c 


MEN'S DRESS SHIRTS 


Every Dress Shirt in our stock included. 
Fine Madras, • Percales, 


&ilks, with a great variety of handsome patterns and Plain colors to 
select from. 
Stock up for the summer at the special reductions— 
DISCOUNT 


Men's Overall 
Juniper Coats 


Heavy 
b l u e 


denim, sizes 36 
to 
46. 
Some 


buy at the sale 
price of each 
75c 


Men's Sport • 


Shirts 


Blue chambray, 
tan and pencil 
stripe patterns, 
short 
sleeves, 


each— 


Keys' Sport 


Blouses 


And shirts. Tan, 
blue and stripe 
patterns. Special 
each- 


First Floor 


Boys' Bathing 


Suits 


Fine 
Cotton 


Jersey, in dan- 
dy 
color com- 


binations, spe- 
cially 
priced 


each— 


Men's Bathing 


Suits 


All 
wool, one- 


piece style, and 
most every color 
combination you 
might 
want is 


here, • 
special 


each— 


July Sale Brings S, 


Queen Quality Sport Oxfords and 


Strap Pumps 


Fine white relgnskln cloth, trimmed In 
black calf, white calf or grey kid, widths 
aro AA to C. 
Special bargains. 
Your 


choice, the pair—• 


Low Shoes 


One bargain group, 
white, 
black 
and 


brown, high or low 
heels, 
choice 
the 


pair— 


Patsy Sandals 


A 
very 
popular 


Slipper 
of 
fine 


white 
buck, sizes 


are 12 to 2. Spe- 
cial the pair— 


First Floor 


Bathing Shoes 
and Slippers 


Your 
choice 
of 


black, red or green, 
special the pair— 


ouseware Specials 
A 


Wash Boiler 


Galvanized, rim 
cover, wood grip 
handles,, 
extra 


well made. Spe- 
cial each 


$1.49 


Lawn Mowers 


Values to $12.75 
Your choice of 
any 
remaining 


in our stock for 


Domestic 


Electric Iron 


Guaranteed first 
quality, . w i l l 
give 
as 
good 


service 
as the 


m u c h 
higher 


priced. 
We got 


them at a bar- 
gain, 
and you 


get 
them 
the 


same way, each 


$4.65 


See 
the 


Universal 
at special- 


new 
Iron 


$635 


Vacuum Bottle 


Lunch Kit 


Complete 
with 


p i n t 
'"vacuum 


bottle, 
a 
very 


special value at 


each— 


2.49 
O IL^J' 


Knives and 


Forks 


Rogers' 
Nickle 


Silver 
Plated, 


guaranteed 
all 


white 
m e t a. 1 


throughout, will 
not 
discolor or 


corrode, set of 6 
Icnives and forks 


$3.98 


) Steel Knives 


and Forks 


Malacca 
tinned 


Ideal for cottage 
or camp, per set 
of 6 knives and 
forks— 


$1.98 


MASON 


CAN RUBBERS 
Good quality white 
rubber—9c 
dozen 


or 3 dozen— 


20c 


Food and Meat 


Cutter 


Large enough for 
regular home use, 
6 cutting 
blades, 


for 
all 
purposes, 


each— 


$1.98 


Basement 


s 


Bed Room Suite Is 


Panel Curtains 


Beautiful 
Lace 
Panels 
that' 


formerly 
sold 
up to $1.50 


eacli, special sale, Wed- 
nesday, the panel . 
50c 


Tapestiry Rugs 


0x12 si-.e, in a wide range of 
desirahle patterns, n selection 
from our 
compleffe 
new fall 


lino now will save you disap- 
pointment later, 
uacji 
$11.95 


A Heppehvhite design that is a real pleasure to own. Vanity, Bow End Bed, Chiffp- 
robe and Dresser. "Selected walnut veneer s, hand rubbed to a dull finish, master -bum 
cabinet work, drawers are mahogany lined and full dust proof. 
All metal is proof 


against tarnish or rust. All in all, a wonderful suite to own. Buy it on our club plan 
of easy payments. 
' 


3rd Floor 


JNEWSPAPERr 


J.L 


Y, JULY "It, 
LIMA NEWS 
PAGE FIVE'' 


MINERS WINNING BLOODLESS VICTORY — FAST SERVICE ON LAKE —NEWS PHOTOS 


MINK STRIKE—Iov»a striking miners are winning bloodless victories. 
ty mines have been closed in Iowa without a. shot being fired, an act 


violence committed or a. threat made. 


The Iowa miners use the same method at every non-union mine. 
B\er> day the strikers form an a'uto procession of 100 cars, each one 


oMted V ith American flags and filled with men. 


AIR IjINK l'X)H GREAT LVKKS—This shows the "Woherhie," one of (ho pahs.onser s-eapUmo-Tthut will 


bp put into daily service this veek between Cleveland and Detroit 
The "\\ol\eiuu'" tames 11 passengers. t\\o 


pilots and a mechanic. The "Santa Maria," another ship of the fleet, e.urios 14 p,ist,unKei3. 
Hotli me cabin* 


plan0*. Tho s~h.ps, owned by the Aeiumarine Airways, will make tho tup ixfwedi the citiot, in ;io minutes 
It 


is an alt-nigh; trio by Lout, and a four-hour run b> train. 


5 KII,M:i> I\ CA>,A1>A 'J'OKNAIM)—Ueie is a part ot Die \\rei-kapo lefl in the \\ak<> of u tornado that swopt 


thru central Manitoba (Can ), killing five, Injuring a dozen bcriou&ly and doing damage estimated at $2,000,000. 
This shows (he unroofed Vre&bytei ian. church. 
Portions of the orsan can bo seen in thu ba.emosit unions the 


wreckage. Portagu La Prairie, a lowii of 5000. was left a huddle of niins 


\\ \Li;.i 1!\( K AT OLD Sl'OKT—Showing the recent world trip of the 


met' 01 \\.ilcs hasn't dampened Lis fondness for polo. Hero he Is in ac- 
u a h w dajs after li.t> return to England. 


THIS \\ \SVT TAKEN LAST WINTER—A. spill in a ski jump. Yep, 


is Mimmei 
Yissir, in the U. S. A., too. Just the other day in the ski 


urnev in Itanipr National Park, Washington. 


WEKJIIS «;i r-_)U.\l>S—LauieneQ, 


10-months-old son of Mr. and Mrs. 
Maurice Gunderman, 
West 
Lynn, 


Mass, weighs 33 pounds. lie won 
first prize as Lynn's 
heaviest and 


most perfect baby. 


1HLI,, HAS A HARD IJI<K OK IT—K\oiy Mimmor homo follow borne place 


ts .1 job like Bill Not ton's. 
1)111 niCMsaros luthing suits at beaches at 


Washington. D. C.. to see that thoy arc not inoro than MX inches ;ibovo (he 


OIUKCT {>!•' 1IKHO \VOUSHI1'—NolbiiiB htuck up about Hex. Ho 


looks as, if he'd like to nay, "Oh, that wasn't iitithin'." when humans fawn 
upon him for duwdUK his master, A. G. Smith, to safety when the latter 
\\as <li owniiiK In a lnUo :it T.u oma, W.i^h 
., 


A CONVENTION TIIAT F1KZLIOI)—Not so many freight cars running 


the-,e days on account of the rail workers' strike. 
Be that as it may, the 


convention of the "Migratory, Casual and Unemployed Workers of Amer- 
ica" at Buftalo wasn't a big success. Among those present were (left to 
right) Charles Kiuze, James Eads Howe, "millionaire hobo," Mrs. Inez E. 
Newton of Oklahoma, J«m Sullivun and Pat Collins. 


DANIEL W. IITCI/r, president of 


the Uuilroad 
Signalmen's 
Union, 


which now is considering the advis- 
ability of joining the railroad shop- 
men's strike. 


•A 


W. Ji. WOIIONIMEN, labor mom- 


biT of tho Hiiiiroud Labor Board, 
v/ho is credited with having had 
much inllucnco in Iwoping noveral 
ot tho iiliiliatod railroad unions from 
joinins tho shopmen's strilce. 


COLGATE'S 


KcguUw 50c si/ie 
tnb« Colgau- or 


our toilet Roods j 
c o u n t e r , ' 


BOYS' 


Play Suits 


»o\s' 
hlue ant] 


» li i i e 
striped 


!'!•>) Suits,—dur- I 
able q u a l i t y , 
s''oiifrij 
seued I 


CHECK 


Apron Ginghams 
G o « d suhstan- 
tMl 
q u a l i t y 


•JlU'on gingham, 
'•'•'t <olor 
blue 


"it-chs in 
%arj_ 


°"s MZCS, special 
Price, nc. 


..„ 
WOMEN'S 


White Slippers 


Women's WbJie 
«<n<as laco ov- 
tord 
nr 
h(. 


sl'|ipers 
w'i t |, 


f»il)hcr military 
lleel and l<<iitlicp 


$1.77. 


O. N. T- 


Spool Cotton 


O. 
N. T. spool 


cotton, 150 yard 
spools in 
black 


and white, all 
number*, special 
\Vednehday oniy 


(2nd Floor) 


WOMEN'S 


Bandeaux 


A 
light weight 


hummer 
b a n - 


dean, made of 
n e t 
material, 


tlcsh color, front 
and back open- 
ing, all sizes. 


Specie 


MOHAWK 


Bed Sheets 


Fine quality Me 
ha\\k bed sheet,1 
size 81x00 in. 
Made 
of 
best 


quality sheeting, 
no seam, 
hem- 


med, ready for use. 


WOMEN'S 


Silk Hose 


Women's 
dura- 


bio quality Fibre 
Silk Hose 
with 


lisle top in col- 
ors, black, white, 
grey and 
nude, 


all sizes. 62' 


OJTICURA 


Regular 2,">c bar 
of Cuticura toi- 
let 
soap, excel- 


lent for skin and 
complexion, spe- 
cial Wednesday 
only, 17c. 


WHITE 


Shoe Cleaner 


V.T h i t n o r c 'si 
guaranteed 
li- 


quid ivhito shoo 
cleaner, 
conies 


nith spongo at- 
t;iohi>d to coik, 
Wednesday only, Sc. 


MAVIS 


Talcum Powder 


Bcfrular 25c can 
"Mavis"' talcum 
pun der in llesli 
and 
[uliitc, 
at 


our toilet jgooris 
counter, Wed- 
nesday, ICc. 


BARBER 
Towels 


Regular s i z e 
barber 
towels, 


jood 
absorbing 


quality, red u ov- 
en b o r d e r s , 
l u c k y special 
bargain, 7c. 


27x54 


Grass Rugs 


Japanese 
grass 


rugs, si/,<*s 
£5 


54 in., .stiongly 
s,o«e(!, 
t .1 p e 


hound, 
attrac- 


ti\cs<cn«iled dc- ^_ 
_ 


signs, Wednesday only, OSc. 


§ucky Special 


— 
• 
• 
mw"n 


DAMASK 


Table Covers 


Hca\y 
damask 


table covers, *i)/,e 
5flxo(( 
iii 
hem 


si itched, 
rernlj 


for 
tl-Si', 
\V ed« 


n^.sday only, OUc. 


WOMEN'S 


Muslin Drawers 


Made 
of 
good 


quality 
muslin, 


cut 
full, 
\\cll 


made, open and 
close 
style, nil I 


regular s I z e H , 
Wednesday 42c. 


plucky Special 


CHILDREN'S 


Black Hose 


Children's medi- 
um ribbed "IJed 
Roosler" 
brand 


hose, fast black, 
made strong arid 
durable, nil fiizes 
G?ji lo 1*>, 


MEN'S 


Union Suits 


Men's 
balbri);- 


Kaii or mesli un- 
ion 
nil its. ei.ni 


c o l o r , 
closed 


crotcli, 
s h o r t 


fliccvo, 
a n k I e 


IciiRlh, sizes to 40, Wednesday 


WOMEN'S 


Hair Nets 


Afede 
of 
real 


human hair, cap 
shape, 
guaran- 


teed 
.sanitary, 


nil w a n t e d 
shades, u lucky 
special bargain, 4c. 


(lucky Spzctcm 


LINING 


Cambric 


Good MibM.anti.il 
quality 
canibii<: 


lining. Comes in 
all wanted 
rol- 


jrs, 
including 


blatk, 
Wednes- 


day, yard lie. 


WOMEN'S 


Dust Caps 


Duht Caps, mn<Ie 
Of good quality 
figured 
percido 


in light a n d 
d a r k 
colors, 


clastic in 
back. 


BLEACHED 


36 In. Muslin 


Full 
c o u n t ^^ 


"I'Yuit 
of 
(In- ^1 


Ixxim" 
niiislin, 
I 


yard 
uidc, best • 


for all 
muslin 
I 


»uar, 
Wednes- 
I 


day «peclal, Ulc. 


MAVIS 


Perfume 


A regular COe 
slzo 
boUlo 
of 


Mavis 
perfume, 


v e r y 
highly 


scented, 
u. r«:nl 


l u c k y 
Hpcclnl' 


bargain* i)flc> 


li 


BROWN 


Crash Toweling 


Good absorbing 
quality 
bruit n, 


crash 
toweling, 


red border, HJK> 
cial for AV'edncs- 
day only, «c yd. 


(Und Floor) 


WOMEN'S 


Dress Straps 


Pal en t. or bio\in 
kid one 
billion I 


.straps, 
rubber 


rmlitaiy li e <• I , 
also patent 
i n - 1 


slx-p 
.s-lrap, Ion I 


rublM-r beds, all hize.s, $2.1». 


36 INCH 
Salines 


Good quality <H! 
i n c h 
ratines, 


comcH in 
bl.ick 


and colors, high 
1 u a t r o finish, 
^|lCciaI for Wed- 
nesday onl}, Ii8c. 


^ 
IOBO 
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BUDGET INCREASE 


IS 16 PER CENT 


City Expenses for Last Half 


Year 
Mount High 


of 


DEFICIT 
OF $60?000 
SEEN 


Vehicles for Hire to be Parked 


at Market House 


Every itefS ol the Lima municipal 


budget for 
the last 
half 
of the 


fiscal year shows an Increase except 
medical and food supplies and main- 
tenance and repairs, it was disclosed 
in a meeting of the city commission 
Monday night. 


It is planned to spend ?271,750 


duiing the last half of the year as 
compared with $234,504 during the 
first half. 
This is an increase of 


$37,246, or nearly 16 per cent. 


Salaries 
have 
been 
Increased 


from $25,708 
to 529,690; 
clerks 


from $5,210 to 
$j,5GO; 
furniture 


and futures from S4CO to $1,680; 
stationery ami incidentals from S2,- 
504 to $2,735; 
adveitlslng 
from 


5700 to SS.'JSO 
and \\agcs 
fiom 


$7fl,.iRO to $82,900. 
COSTS MOUNT HIGHER 


Other 
Increase 
Include- Fuel, 


lights and supplies from $57,9G3 to 
$60,520; insurance, rent or 
bonds 


from $1.102 
to 
$5,445: 
sinking 


fund and other expenses from $4S,- 
472 to $60,355 and for new enuip- 
cipnt, $9,280. 


Tho on'y dccr^tB^F felioun aie 


rnodical and food supplies from $3,- 
S75 to $3,120 and maintenance and 
repairs 
from 
50,340 
to 
$S,1S"> 


These decreases total $1,910, 


Every ilja^rtment will cost more 


during cbe last half of the yvr than 
for the first half. fieneial 
Ko\f>rn- 


rrif>nt 
expense li 
incpiased 
from 


$21,450 to $31,000, hpdltli liom <fV 
20ii in $9.400; safely from $i,0,:f,3 
to $67.100, -n.'itpr «tipplv fiom S09,- 
PTO to $11,'!,HO anil welfare fmm 
ID.344 to $10,300. 


Calls upon the rify for Increased 


fiorvlre lii\e mad" MIP-.O m-icaH^s 
necessary. 0 A Binplrim, city man- 
ager, told city commisslonors nt tbo 
commission meeting. 


New equipment includes SJOO foi 


h milk, meat na.i liumlnp inspui tlim 
niifomohlle; $300 for service nt the 
Jiealth citnic, Si,^00 'or mi Jiutoino- 
hlle for Chief Tnhn Mack. $r.4 cO fo.- 
police oqJ'.cmcnt 
anil 
$j,gr,o fcr 


street nml Bower 'lepntiaent. 


A deficit of 
lyDrjiltmit-jly $6-V 


000 -will be seen if (he jimsunt ap- 
propriations are s-p*>n:. 
The income 


of $211,614 
\viil bo divided 
inlo 


$48,063 waterworks balance, $3S,- 
041 general balance and $12ri.00() 
In current receipts for the last half 
of the year. 


Under iho law It IP liellevod that 


deficiency honds can he issued for 
police and 
fire 
RalaiiPH. 
These 


items total $r>3,!)30. 
If tliese bonds 


are Issued a current deficit ot but 
$6,070, will he Been and this can bo 
eliminated by cutting 
expenses In 


certain 
departments, officials be- 
lleve. 
PARKING MEASURE 


Only two ordinances -were passed 


hv the commission. 
One prohibits 


the pouring of gasoline or other 
volatile liquids into seiveiR and the 
other regulates parking of chicles 
iept for hire. 
, 


All vphirles for hire are to he 


stationed at the rear of the mdiKni 
house, Union and Central-ava 
This 


oidinance floes not apply to pns^en- 
ger vehicle^. 


Petitions 
to 
grade 
Leland-av, 


Col«-st to Collegfi-av; vacate ccitaln 
property 
on 
Woodlawn-av, 
from 


Market-st to High-st; install a sewer 
in St. John's-av, 800 feet south from 
vinest and to dig a tunnel under 
"Vine-st and to die: a tunnel under 
Sugar-st, at the intersection of the 
Pennsylvania lines and the D T. £ 
I. raalway, were read. 


18 MILLIONS IN STATE 


TREASURY AT OPENING OF 


WEEK, RECORDS INDICATE 


COLUMBUS—(United 
Press).— 


Balance lu the state tieasury today, 
according 
to the books, of State 


Treasurer Archer totaled 
$18,837,- 


934.C2. 


la the various fuada at th« start 


of the week \vere 
the 
following 


amounts: 


Sinking fund $17,323.33. Gener- 


al revenue $10,209,878.32. Educa- 
tional building $443.065.97. Insti- 
tutional 
building 
51.24f>,272.24 


Highways $6,111.304.15. School and 
ministerial trust 
fund $10,872.76 


Automobile registration $442,247.- 
02. Land rentals $86.88. 


To the credit of the state indus- 


trial commission was a total of $<!8- 
332,812.57 in bonds. 


Tax collection 
will amount 
to 


about $20,000,000 this year, divid- 
ed as follows: 


Corporation tar, 
$1,200,000 In- 


terest on deposits $600,000, domes- 
tic corporation tax 54,^00,000; ex- 
cise tax $7,500.000; insurance de- 
partment taxes and fees $4,000,000; 
Crabbe act fines $&00,000; and oth- 
et revenue? such as those from can- 
al rentals, etc, $1,400.000. 


DELPHOS GIRL DIES OF 


ATTACK OF TUBERCULOSIS 


Miss Clella Colbert, 20, daughtei 


of Mr. and 
Mrs. James A. Colbert, 


Celphos, died at- her home in that 
city Monday, following an illness ot 
sixteen weeks 
from 
tuberculosis. 
Miss Colbert was engaged 
In 
the 


milllneiy department of the Gordon 
store up to the time she became ill. 
(While here, slje resided at the home 
of Mrs. H. Blankenship, S4S W. Mar- 
ket-st. 
She was a patient at 
the 


Lima District Tuberculosis hospital 
BIX weeks. 


Influenza, from which 
she suf- 
lered some time ago,, left her 
In 


weakened1 condition and tuberculosis 
developed. Besides the parents, she 
3s survived by a sister, Ruth. 


The body vlll 
be 
accompanied 


to Rockford, 
Ind., where 
funeral 


services will hg held and interment 
made. 


LOANS OF WAR FINANCE 


CORPORATION ARE HEAVY 


WASHINGTON.—Books 
of the 


•war finance corporation showed a 
total of $237.000.000 in loans out- 
standing at the close of the fiscal 
year June 30, according to a sum- 
mary of operations Issued today by 
Managing Director Eugene Jlycr. 


vvneu the corporation resumed op- 


eration In January 1921 hn Mated 
the loans outstanding totalled $111,- 
000,000 and since that time the coi- 
poration has authorized 
loans ag- 


gregating $303,000.000 
of 
-which 


$53,000,000 Mas to assist in financ- 
ing exports and $310,000,000 for ag- 
ricultural and livestock purposes. 


Repayment of all loans since Jan- 


uary 1021, declared amounted to 
$158,056291. 


LEGS CAUSE ROW 


Ziegfeld American Misses Have 


it on French Contender 


KCW YOfiK—(United Press}.— 


LpfH of "Ziegfeld's 
Follies" girls 


make the million dollar pair of Mile 
Mi-,tlnguette of Paris look like 30 
con is. 


So cabled Flo Fiegicld from Pans 


today when ho leained 
that Mile 


Mistinguotte arrived here to exhibit 
her legs on Broadway. 


"Look at tho legs of Martha Lor- 


ber and Margie \Vhittington," Zieg- 
leld cabled. 
"They have been ac- 


claimed the greatest in the world by 
Michael Fokine, -Rorld famous bal- 
let dancer." 


Later in the day Ziegfeld sent an- 
hfi cable which read as follows!-. 
"LORB—take a ppep at the limbs 


of Evelyn Law and Madeline Siar- 
hill." Ziegfeld was right. 


ECONOMY DISCUSSED BY 


GOVERNMENT EXECUTIVES 


WASHINGTON. 
— 
(Associated 


— Officials of the fed^Ml 
ovr ulho departments •neie 
called 


together today bv president Hard- 
IIIK for the third annual business 
mooting of the government, to hear 
(ho irpoit of the budget bureau for 
the pjst fiscal yoar to be submit- 
ted by the new director, Brigadier 
Oiifial H. M Lord, and the esti- 
mates of receipts and expenditures 
foi Iho future. 


Tho program of the meeting called 


foi an address bv the piesident re- 
ronntinR the operation of the admln- 
Isti.ition's economy measures during 
tlin past %oar and outlining policies 
lor tho ieduction of expenditures dur- 
ing the current fiscal year to com- 
liat the deficit of nearly fnOO.OOO,- 
000 facing the budget. 


CLEMENTS WILL STAND 


TRIAL ON TWO CHARGES 


Lea Clements, 
S. Main-st, hotel 


pinprietor, pleaded not guilty when 
rinaignefl on a charge of possession 
of 
intoxicating 
liquor. 
He 
will 


stand trial nt 3 p. m. July 18. 31a 
is out on $1,000 bond, furnished by 
Dli Bienthnger. 


At 1 p. m. the same day Clem- 


ents T\!ll have a heailng on. another 
liquor chaise, preferred more than 
a month ago. He was arrested on 
B. Norfh-st, in the act, police say, 
of dclheiing litiuor. 


A»sc!.her 
boudsman 
Vvili be de- 


manded according to information in 
criminal couit. 


ELIDA MAN RECOVERING 


FROM ACCIDENTAL INJURY 


Fianks Johns, 20, EHda, is recov- 


ering at St 
Rita's from injuries 


which he suEfeied about the legs, 
Monday night, -when he was pinned 
between his o^n automobile and a 
passing car. The accident occurred 
on the Allentb-wn-id, not far from 
AVeinfplcl's dry cleaning establish- 
ment. 


Johns was at the rear of the car, 


making an inspection, when the mo- 
torist stnick him. . His legs were 
cut and his body badly biuised. His 
condition is not considered serious. 


Johns, •with his parents, was re- 


turning to his home in Elida, from 
Lima. 


Fiesh Lean Pork to Roast, Ib 20c, 


at Buehler's, 126 E. High. 


NOTICE 


Chant miquti Tickets on Sale at 


Gas Office 


AbTHALV-HAl FEVER 


Scores of suifereis say they have 


never found anything 
so good as 


McMullins's 1'oimula 
Relief seeins 


to come almost at once and it's just 
wonclertul 
for 
run-down 
people 


Used everynheie as a. preventive for 
germ diseases and in cases of colds, 
coughs, bionchial trouble or weak- 
ened lungs. 
McMnlhn's Formula 


should be in every house. Safe foi 
chilfhen, keeps bionchial passages 
fiee from geims. 
Try a bottle of 


JIcMiillm's 
Formula.-—you'll know 


•«hy so mauv people praise it and al- 
\ays have it in the house. 
Mfrd. 


only ny Tilden McMullm Co.. Se- 
dalia, Mo. Sold by Hunter's 3 stores 
—Adv. 


FARMER AND WIFE HURT 


WHEN TRAIN HITS BUGGY 


DELPHOS—William Allemeier a 
farmer residing near Ft. Jennings 
Bix miles north of here, was probl 
ably fatally injured 
Monday 
night 


and his wlte badly hurt 
Then 
a 


Clover L a£ passenger train struck \\ 
buggy in which they *ere vlding, at 
a crossing. 


Allemeier is thought to be Injured 


Internally. Mrs. A"omeler sustained 
a broken arm and severe cuts and 
bruises. The bugg3T was demolished 
The horse escaped injur>. 


Just received another carload ot 
that good c»n« sugar, J7.00 per cwt. 
11.86 |0£ 25 Ib. sack, at Dors«y'«. 
C^ 


VICTOR 
Victrolas and 


Records 


PORTABLE 
VICTROLAS 
ON DISPLAY 


Rowlands 


NORTHWEST CORNER 


PUBLIC 
SQUARE 


STORMS TAKE BIG 


TOLL IN WEST 


Ohio Suffers In Northwest From 


Rain and Wind 


PROPERTY DAMAGE IS HEAVY 


Tornado Wipes Out Small South 


Dakota 
Town 


CHICAGO — (Associated 
Press.) 


— Middle western states were 
re- 


covering today from the effects of 
hail, rain and uind storms 
-which 


South Dakota, Nebraska and Kan- 
sas 
jesterday 
causing 
extensive 


property damage and a Bm,all loss 
of lives. 


damage accoiduig to re- 


ports, 
occurred m South 
Dakota 


and 
Missouri. 
A tornado at 
St. 


Charles, S. D., virtually wiped out 
the town of 100 population 
One 


man t\as killed and score? slightly 
injured 
Damage was estimated at 


$75,n<>0. In 
the vicinity of 
Lake 


Charles 
farm buildings were 
de- 


stroyed and summer Cottages blown 
down, bringing the property loss to 
$800.000. 


A cloudburst in the Kansas City 


business district 
last last night 


flooded the streets, vkasne<l 
auio- 


mobllfs away from the curbing and 
over-burdened storm sewers. 
The 


oflicial record places the precipita- 
tion at two inches in ten minutes. 
TWO PERSONS KIULliD 


Tv,o 
persons were killed 
near 


Sargc.int, Neb., as a result of a 


heavy 
wind, rain and hail storm 
last night. 


Rivers thruout Missouri and Ne- 


braska are reported to be out 
of, 


their ban^s with farm lands under! 
water. 
Flood warnings have been 
issued. 


The 
storm 
ended 
a 
4 3-day B 


drouth 
in 
Chicago and 
vicinity. 


Only slight damage resulted 
Irom 


the high wind which accompanied 
the do-wnpour. 


General rainfall was reported ov- 


er ^Wisconsin and several Hves were 
Zost as a result of electrical storms. 


Kansas and Iowa both 
reported 


heavy rains and In the latter state 
property damage was reported with 
a small loss of life due to 
falling 


buildings 
ancea. 
and 
electrical 
disturb- 


Rellef from the heat wave -which 


has been sweeping over the middle 
west and local shower* are piedict- 
ed for this district today. 
OHIO SUFFERS 


TOLEDO—(United Press.)—To- 


ledo and all northwestern Ohio to- 
day was recovering from a 
severe 


rain and wind storm tliat took one 
life and levelled hundreds of acres 
of crops. 


The gale, which hit that part of 


the state late yesterday, cut a wide 
swath, leaving in Ha wal e broken 
orchards 
and ruined 
wheat 
and 


corn 
fields. 
Considerable 
gram, 


ready for harvest, w.is laid flat. 


The one year old son ot Edward 


Betson 
was killed by the 
falling 


limb of a tree at Napoleni. The 
limb struck the child OT tho head 
as he lay in his go-cart. 


Telegraph 
and telephone lines 


were blown down near Bryan and 
troops at Port Clinton, tenting thru 
their summer 
were drenched. 


period of training 


This is the fourth violent storm 


that has struck Ohio within the last 
two months, eath taking a toll Of at 
least one life and thousands of dol- 
lars worth of property. 


Cherries, those large 
late kind, 


currants, gooseberries and raspber- 
ries, at Dorsey's. 


DRUNKENNESS IS 


INCREASING 


Records Show Nine Cases in Po- 


lice Court Since Sunday 


Drunkenness, which had been on 


the wane, is again 
breaking 
out 


afresh., police records disclose. Nine 
cases are listed since Sunday. 


Maurice Joyce, 30, 
of 
400 
N. 


Jackson-st, changed a plea of not 
guilty to guilty Tuesday. Detective 
Ford Cole of the 1. E. & W, says he 
tried to stir up sentiment 
among 


railroad employes to Join the strik- 
ers Sunday night while under the 
influence of Hauor. 
He -was fined 


$15. 


Charles Whiston, 313 N. Central- 


st, and Albert Bartell, 48, of 238 E 
McKibben-st, uere arrested at the B. 
& O. roundhouse. Whitson -was fined 
$23 Monday and Bartell the 
same 


amount Tuebday. 


Police also arrested Jim Brown, 


43, Lima, and Sidney 
Fitzpatrick, 


30, Springfield, near the B. & O. on 
E. North-bt 
The latter was assessed 


a fine of $15 and Brown was found 
not 
guilty 
Tuesday 
in 
criminal 


court. 


Brown \\as fieed when he testified 


that he suffered an attack of stom- 
ach Illness and laid down under 
a 


platform. 
When police passed by 


after arresting Sidney 
Fitzpatrick 


they spiea him and took him along to 
headquarters. He liad not touched 
a drop, Biown said. 


FIND STILL IN HOME 


VAN WERT — Police raided the 


home 
of Aithur 
Chiving ton 
and 


found 
a 
liquor still. Chivington 


pleaded 
guilty 
to manufacturing 


illicit liquor and was fined $150. 


WOMEN ARE! DltOWNEL* 


ATHENS, — Jeesle Parker, 19, 


and her sister, Mrs, Nina Smith, 21, 
were drowned in three and a half feet 
of -water when Mrs. Smith attempted 
to cave her sister. 


Why I Bought 
a FORD Car 


We asked a man, who was taking his 


family for a trip into the country last Sun- 
day, wjiy he bought a FORD car. 
Here's 
his reply: 


"I found that FORD prices wers low, not only 


f«t the car itself, but lor pa*ts. I found that it 
was really a comfortable car to ride in, and that 
the entire family could enjoy it. 1 can afford to 
run a FORD because of its low operating ex- 
pcii'-e. I bought for the family's pleasure as 
n ell n« my o\\ii." 


HOW ABOUT YOUR FAMILY? 


Authorized FORD, FOJRDSOX & 


Dealer 


Sales and Seviice for Uma an& Vicinity 


438-440 N. Main St. 
Phone Main 4713 


Sale 
Ends 


Saturday 


Most Sensational Bargains of the Entire Year-Everything ReHuceH! 


Special Values In Bleached and 


Unbleached Sheeting 


(Bargain Basement) 


45c Unbleached Sheeting 7-4 „,. 
SSc 


50c Uubiea-hed Sheeting S-J -.„ 
40c 


fiOe Unbleached Sheeting S-4 „ 
50c 


5Se Unbleached Sheeting 9-4 .,.....,. .->. .45c 
70c Unbleached Sheeting 10-4 r.... 
03c 


5Cj Unbleached Sheeting 7-4 
„-.,. ..40c 


60o Bleached Sheeting 7-4 .,..„ 
tfl«.50c 


55c Unbleached Sheeting 8-4 „_ 
«. .48c 


fiOo Bleached Sheeting 9-4 -.. 
50c 


75c Bleached Sheeting 10-4 (,„ 
«3c 


Cretonnes and Challies at Mill End 


Bargain Prices 


(Bargain Basement) 


29c Flowered Cretonnes „.-. ... . ., ...... 2tc 
19c Flowered Cretonnes „. . .» .......... tOc 
19c Comfort Challies ....... .......... 16c 


Comfort Calicoes ,.;.„, ............ 
•,. .9c 


Pillow Tubing at Exceptionally 


Low Prices 


(Bargain Basement) 


SSc 36 inch Pillow Tubing .„.. ., ........ S2c 
45c 36 inch Pillow Tubing .„ .... ...... .88c 
40c 40 inch Pillow Tubing ,.i . ., ..... «. .35c 
45c 43 inch Pillow Tubing . . . ., ...... ,. . .38c 
50c 42 inch Pillow Tubing .„ ...... „-. .„ .42c 
45c 45 inch Pillow Tubing ... K. ..... .,. -38c 
55c 50 inch Pillow Tubing ,. ., 
.......... 
45o 


Special 10% Discount 


On All Merchandise Not Otherwise Reduced 


It Means a Great Deal at This Store 


[any Easement Items 


AKT LIXEX SPECIALS 


oOc Tan Ait Linen, IS inch 
80c 


•51.25 Tan Art Linen, 36 inch ...$1,00 
$1.50 Tan Art Linen, 45 Inch ..$1.25 
75c White Art Linen, IS inch 
65c 


?1-QO White Ait Linen, 36 Inch . .75c 
$3 00 O^stfr Art Linen. 45 inch $1.25 


LINEN SHEETING VALUES 


S3 00 White Linen Sheeting, 


72 inrh 
$2.50 


$3.50 White Linen Sheeting, 


00 inch 
.$3.00 


WASH CLOTHS 


So Wash Cloths 
, 
5c 


lOc Wash Cloths [.-, 
8c 


15c Wash Cloths 
12e 


TURKISH TOWELS AT VERY 


SPECIAL LOW PRICES 


29c Turkish Towels 
..,.-.25c 


45c Turkish Towels • 
,..,.,..89c 


69c Turkish Towels ., 
59c 


OSc Tmkisb. Towels .- 
85c 


COTTON AND LINL^T TOWELS 


19c Cotton Iluck Towels 
15c 


30c Cotton Huck Towels 
29c 


75c Linen Guest Towels ...., 
03c 


EXTRA SPECIAL SAM! OF SBDEETS 


IN ALL SIZES 


$1.45 Sheets, 63x90 .„-*„.,.,«.»,-..$1.25 
75c Sheets, 72x30 .„....-..-.= ., 
65c 


$1.85 Sheets, 72x90 „.'.„.«.„,„.$1.60 
$200 Sheets, Slx90 . .,„. .......$1.75 
$2.10 Sheets 63x90 Scalloped ...$1.75 
$1.95 Sheets, 63x90, Hemstticbed $1.65 
$2.25 Sheets, 81x90, Hemsttiched $1.95 
$2 75 Sheets, 81x90, Scalloped ...$2.45 
$325 Sheets, 90x108, Plain .,...$2.25 


WOSDEKFUL VALUES IN PILLOW 


CASES 


25c Pillow Cases, 42x36 «.w«.j.,= 
40c Pillow Case's, 42x36 „.. .„_..,. ,S4c 
53c Piliow Cases, 42x38 ..... , ..... 45c 


ONE LOT OP BED SPREADS 


Some are slightly soiled at 2O to 50% 


off regular price. 


BARGAINS YOU'LL WAST 


SSc Table Oil Cloth, light patterns sac 
36c Table Oil Cloth, dark patterns 29c 


Heal Mil) End BargaSru* In Table 


Cloth? and Napkins 


[(Bargain Basement) 


SSc Mercerized Table Cloth, 68x51 [»-.-.-. ,7flc 
J1.75 Mercerized Table Clothf 64x64 $1.2& 
$1.25 Mercerized Table Cloth, jround i.«.85c 
$3.75 Mercerized Table Cloth, round ...$3.88 
$6.75 Linen Table Cloth, 5"0x70 !..,„„.,. $5.75 
$10.50 Linen Table Cloth, 70x9ft >ctTi 
$8.50 Linen Napkins, 20x20 iM«>-.»i 
$9.00 Linen Napkins, 22x22 («-«J3s-> - 
$1.50 Mercerized Napkins •«^t%i>I*W'--- S1.1& 
$1.75 Mercerized Napkins (g^sh— ^^=,^-3— ifi .an 


Many Crash and [Toweling Money 


Saving Items 
** 


(Bargain Basement)] 


Sc Cotton firaah, 1 ft inch 
19c Cotton Crash, 17 
_ 


25c Cotton Huck Toweling &r.i. 
39c Cotton Huck Toweling m .•.00«Al«. 
19c Half Linen Bleached Crash r^.Trtjs 
22c Half Linen Unbleached Crash. r. 
35c Pure Linen Bleached -Crash, »M4«ic» 
45c Pure Linen Bleached Crash •— -.«i»&-«.S9c 
25c Cotton Check Glass Toweling M»m^17c 
$1.00 Linen Huck Toweling !«. 


You Can't Afford to Miss [These 


Big Values 


(Bargain Basement}] 


39c AVhite Flaton Waistmgs r«.-.v»:c«-a"29c 
SOc White Voile Waistings .»Wj.^»:«.BU>S5c 
SSc Mercerized "White Batiste »_.si...;s<«p6!'c 
SOc Beach Cloth, all colors .,. - a»~fgx*~ — S9c 
29c Beach Cloth, yard wide . . .-.»-«,•;<...:• 21c 
SOc Mercerized Poplin, all colors !•<-.>••:-« »80c 


eductions from Our Main Floor 


89c 
65c 
SOc 
45c 


A Tremendous Cut on Summer Dress 
Goods. Materials That Will Make You 


Money 


(Maun Floor) 


59c Ratinspuu» all shades, 


Sale Price 


$1 25 Imported Ratine, full line 


of colors . 


Soc Fancy Plaid and checked 


Ratines 
, 


$2 00 Imported plaid and striped 


Ratine 
-..,... 


$1.00 
Silk Ratine, in 


blight shades 


75c Yard wide Black and White 


Satiiieite 


Striped Lingerie Cloth, 


in colors 


75c Printed and plain 


Voile dress goods 


$1.00 
Printed and Embroidered 


French Voiles 
, 


$1.75 French voiles, 
dj-| 


Ratine threads 
, «P Ac 


$1 25 Permanent linish Oigaudies 
Q5,r» 


only 
«I3C 


$1 30 Embroidered Organdies, 
d»i A A 


daik and light colors 
_._.... 
*t> 1*"" 


Our Immense Stock of Silk Dress Goods 


—All Reduced—Which Means a Big 


Saving to You 


(Man: Floor) 


$1.98 Plain and Polka Dot 
Ai AA 


Georgette 
:...... «9 1 »"U 


$2.75 36 Inch Taffeta, grey, 


taupe, hay and plum 


$2.25 32 Inch Crepe La Jerz 


Striped Shirting 


$3.50 Charmeuse—40 incn. 


black and colors 


$1.98 
Yard wide Messahne, 


all shades 


$3.00 40 Inch Paisley Silk 


Crepe de Chine 


$1.75 Baronctt Satin, navy, tnn, 


jade, orchid 


$2.50 36 inch pure dyo black 


Silk Taffeta 


$2,50 36 inch black 


Duchess Satin 


$2.00 
$1.89 
$2.69 
$1.49 
$2.25 
$1.49 
$1.49 
$2.( 


Great Sale of Women's Hosiery During 


the Wonderful Mill End Sale 


(Main Floor) 


45c White out sizes Cotton Hose * 
..... 


39c White regular sizes Cotton Hose 
S5c Grey and Navy Lisle Thread Hose . . 
59c Grey regular sizes Cotton Hose 
$1.00 Navy, Broun and Grey Lisle Hose 
50c Navy regular sizes Lisle Hose ..... .. 


-25c 


-25c 
50c 
50c 


Children's Hose at MQ1 End Sale Prices 
Children's Bine, Pink, Red, 25c Hose ........ 
c . . . .« ...... ... 15c 


Children's White and Colored Fancy Socks •,„. , . .- ........ 
v. . .15c 


Children's $1 00 and $1.35 Silk Plaited Hose 
................ 
-.75c 


Gills' Junior Black and Brown, size 8%, fine Lisle Hose 
....... 
75c 


Women's Silk Hose Offered at Mill 


End Sale Constitute the Greatest 


Values We Have Ever Given 


Women's 75c Wayne Knit Artificial Silk Hose 
................ 
3f)c 


52.50 Silk Boot Embroidered Clock Hosa 
........... 
......... 
$1.5O 


S3. 95 Wayne Knit White AH Silk, out size 
.......... 
., ...... S1.5O 


?2.50 Wayne Knit Pink Silk Hose 
................... 
^. . ... .$1.5O 


$2.00 Wayne Knit White Silk Hose, out size . . . .; ............. $1.50 


Notice How We Cut the Price on 


Notaseme Silk Hose 


EVERY PAIR NOTASEME HOSE GUARANTEED 


$1.00 Silk Hose, some sell them at $1.25. Black, 


•white and colors. Mill End Sale Price 
«. 


$1.50 Notaseme Silk Hose, some sell them at $2.00. 
. 
djl 


Black, white and colors. Mill End Sale Price ......... V 1» 


Out Size $1.60 Silk Hose, black and white. 


Mill End Snlo PHco 
' 
„..,. 


Out Size $1.00 Silk Hose. Black and white. 


Mill End Sale Price 
,..-. .,...„„. 


75c 


T 
•—•—-• 


$1.1 


Every Woman Who Attends this Sale Can 


Buy Corsets at a Big Saving 


(Main Floor) 


One lot Warner's Rust Proof Corsets, medium bust 


and elastic tops, sizes up to 29—value $1.25, 
52,00. $2.50, $3.00 and $8.50. 
Aft» 


Mill End Sale Price 
, 
, &Q*f 


One lot of Wainer's Rust Proof Corsets, odd sizes, 


values $3.00, $3.50. $4.00 and 
<M OQ 


$5.00. Mill End Sale Price 
, V 1»O«' 


One lot Redfern, Lily of France and Bpir jolie 


Corsets, values $5.00, $6.50, $8.50 ti»O /l£J 
and $10, odd sizes. Mill End Sale .. «(>«'•"•' 


• 
" 
' 
"*°| 


Brassiere Specials 


One lot Pink Brassieres, sizes 30 to 40. 


Value 69c. Mill End Sale Pi-ice .... 


Odd lot Brassieres, sizes 32 to 46. 


Value 51, $1.25, $1.50 to $J. Sale Price 


One lot Brassieres, all sizes. Value 
tfjl 
£Q 


$2, $2.50, $3 to §6. Sale price 
V*»u*^ 


We Don't Think You Will Buy Gloves 


So Cheaply Again 


Lot of tvo-cl.isp Silk Gloves, white, grey, brown, 


pongee, mods an,d black, odd sizes, values 
$1.00, ?1.25 and $1.50. Mill End 
Sale Price 


Lot two-clasp Silk Gloves, extra heavy quality, all 


shades, sizes 5',& to 7. Values $2.00, 
QQ- 


$2.50 and §3. Sale price 
*'" 


Lot 12 and 16-button Silk Gloves, •white, grey, 


biown, navy, pongee and black. 
Values $2, $2.50, $3 and $3.50 


^_^^^^^BB»^P^ 


Notions and Fancy Goods 


Extra special reductions on all Vanity and Com 


39c 
72c 


Purses, leather bags, ribbons, necklaces, etc., 
to be found in our notion and fancy goods depar'* 
ment on the main floor. 


CARTER & CARROLL 
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MOTORCADE 


iflhtv-Eight Autos to Tour 88 


Counties for Akronite 


LLEN-CO IS ON ITINERARY 


Cars Also to Tour State 
for Vic Donahey 


Charles 
Landon 


night, ol Akron, candidate for the 
epublican nomination for Governor 


Ohio, Tull be made the beneflc- 


ry of a novel campaigning plan 
looted m the formation of a. motor- 
de of 88 automobiles to visit the 


> couaties of the state. 


is included in the list of 
- 


I counties to be visited by half of 
a ss cars, the tour to begin Thurs- 
x 
according 
to announcement 


oro Akron 
Other counties listed 
, rue nrst invasion are Licking, 
'Teue .Marion, Hardin, Jefferson, 
indusky, Huion, Erie, Columbiana 
shtabnla. "Hard and Ashland. 
The date 01 the arrival 
of 
the 


m< lit mo orcade in Lima has not 
,ea Ri'nouced 
Men 
representing 


,e industrial business and mdus- 
ial life oi the Sumrait-co city are 
iid to have donated the 
use 
of 


ieir caib and their service as driv- 
s and will 
carry 
other 
Knight 


josieis. aiid literature 
Amos H Englebeck, an attorney. 
esident of the Summit-co "Knight 
ir Governor' club, announced that 


u, planned to haev at least one 


ir usit every county in the state. 
jmeenthustasts plan 
the 
trip 
as 


ieir annual -vacation. 


Manstield will be deluged by hua- 
rv Republicans Satuiday. 
Those 


jngiy for otnce will oe giveii 
a 


wnce to speak 
Those hungry for 


od v-ill be gnen 
barbecued beef. 


ieo Republican candidate for state 
fice as \\tll as those 
tor 
United 


attb sen itor aid Republican e di- 
rt, and county an dbtate comniit- 
smeu lia^e uten invited to attend 
e huge baibeuie and G O P. pow- 
ow 
Preparations aie being maUe 


i accommodate 5,000 Republicans. 
he mviUMoiis aie being sent out 


tin, Riclil uid co FebS-for-senator- 


uli 
The pnicijial address of the 


j\\ MOW uill lie ina.de by Congiess- 
in Fesb hut i\eiy other candidate 
ill be allotted time for a short 
Ik 


nounced they will «nter politics to 
bieak down state censorship. 


Vic Bjnahey'e neighbors in Tus- 


carawas-co are financing a literature 
distributing automobile, which will 
tour the state in the interest of Don- 
ahey's candidacy for Democratic nom- 
ination lor governor. 


Judge James G. Johnson, Spring- 


field, has been endorsed by the Dem- 
ocratic central and executive commit- 
tees of Lawrence-co tor Democratic 
nomination for governor, his head- 
quarters in Columbus announced 
Tuesday. 


Ttfrs. J. G. Battelle, Columbus, was 


named head of the state committee of 
Republican women backing the can- 
didacy of Thai Brown for Republi- 
can nomination 
for 
secretary 
01 


state. 


The Biitc movie censorship ques- 
011 will bi put to every state can- 
idate for ottice by the Ohio Fed- 
luun ot Chinches 
,it 
was 
an- 


ointed in Columbus 
In a letter 


3 cuuliditib the federation 
de- 


res the i"5Uc is a timely one, be-. 


IUSL iiioue 
Interests 
ha\e 
an- 


PROBE OF MINE MURDERS 


WILL BE STARTED SOON 


MARION, Illinois —Investigation 


of the lierrin mine massacre near 
here June 22 probably will 
begin 


July 17 when it is expected Judge 
D- 
T Hartwell of 
WtlUarnson-eo 


circuit court will summon a special 
grand jury to take up th-a matter 


In 
convening the July term of 


court 
yesterday Judge 
Hartwell 


who previously had announced that 
he would call a special grand jury 
that 
day 'to investigate the 
mine 


killings, stated that the 
investiga- 


tion would be deferred at the 
re- 


quest of Attorney General firundage 
of Illinois, who desired more time 
to complete a preliminary investi- 
gation. 


Beans, 
peas, 
carrots, 
onions, 


radishes and head lettuce, at Dor- 
sey's 


FLAPPERS SCORE 


Physician 
Champions 
Dress 


Style From Health Standpoint 


COLUMBUS — (United Press) — 


Alarmist 
propaganda about 
short 


skiits, negligible and filmy 
waists 


ruining the health of the 1922 girl 
is "the bunk." Take the word ot a 
doctor with twenty year's experience 
for that. 


Dr. J. A. Park, who has been the 


"family doctor" for a number of Col- 
umbus' "oldest families" for that 
many years and more laughed •when 
asked it skimpy clothes would under- 
mine the modern girl's health. 


"Ho, ho," roared the jovial phy- 


sjcian, "let 'em dress as they like 
As far as health is concerned, why, 
bless \ou, sir they 
could revert 


clear back to Eve's fig leaf without 
batting an eye. 


"All 
this talk about clothes ruin- 


ing the flapper's physical condition 
gi\es me a large and severe pain. 1 
can't say how it might affect their 
morals. But it won't 
hurt 
their 


health 


"Hurrah for the flapper!" 


BODY OF B. H. COON, WAR 


HERO, IS EN ROUTE HERE 
FROM COLORADO SPRINGS 


Byron Harrison Coon, 32. son of 


Mrs. 
Emma Coon. 110 N. Woodlawn- 


av. died in United States Naval hos- 
pital in Colorado Springs, Colo, ac- 
cording to Information receved here 
Monday night. He 
enlisted 
fiom 


Lima' In the earl} part of the war 
and saw 
action 
on 
throa battle 


fronts. 


Death was due to effects of being 


gassed, which resulted in tnbeiculo- 
sis. 


Mrs. 
Coon, who was with her son 


at the time of his death, -Bill accom- 
pany the body, to Lima Wednesday 
and it will rest at the homo of a 
sister, Mrs. S. G. Neff, 124 S Cole- 
st. 
Funeral arrangements \\ill bo 


completed upon arrival of tho body 


Besides the mother 
and 
sister, 


Mrs. 
Neff, the father and sev en othei 


sisters survive. 
They 
aie Mrs. 


Charles Thompson, Mrs W. L Bar- 
low, 
Mrs. Clara Edington and the 


Misses Evelyn, Avanelle and Yvonne 
Coon, all of Lima, and Mrs. Boyd 
C. Haddix. Akron. 


MINE OPERATORS CALLED. 
WASHINGTON. — 
Reprenenta- 


tives 
of non-union coal operators 


•will be called together the end of 
this wefk to consider means of deal- 
ing \vith smaller operators who are 
selling coal at prices in advance of 
the ma\imums recently reported by 
\oluntary 
agreement, 
Secretary 


Hoover said today. 


Fiesh Hamburg Steak, Ib lOc, at 


Buehler'B, 126 E. High. 
i 


/The great health 


building properties of yeast 


can. now fee secured in 
a most convenientform 
—Yeast Foam Tablets 


These tablets are pure dehydrated 
•yeast; contain no drugs; do not fer- 
ment nor cause belching. They are 
tested to insure high and uniform Vi- 
tamin B content. Children can take 
them; they're a pure,wholesomefoocL 


They keep, they are convenient 


to buj, to carry, to take 


Get i package frow your drof gilt today 


Northiffesicm Yeast Co., Chicago, IlL 


Makcn of "Yoot Fo«m" mad "Magic Yeart" 


WhatYeast 
Foam Tablets 


are for 


Loss ef appetite 


Indigestion 


Lack of strength 


and energy 


Pimples - Boils 


Ron-down 
condition 


Yeast FoamTaWets 


—pure, whole, dehydrated yeast In tablets 


RIALTO AND THUKS 


Johnny 'Walker and Edna JHmpliy 
m a l-iva-act 
«pl-v 
" 
Comedy-Drama 
nay 


TonlsHt—HOOT GIBSON 


If Our ~T 
Interested 
Service 
& 


Were a pose, or mere- 
ly acting, don't you 
know we'd just natur- 
ally have to drop it, 
sometime? 


Cheerful, 
competent, 


personal eyesight as- 
sistance can't be simu- 
lated or pretended, 
you knowl 


DROWNING HELD ACCIDENTAL. 


FAlimELD, Conn.—The opinion 


of 
Medical 
Examine! 
Donaldson 


that Mre. James Richmond Borden 
Hotchkiss, a bride of four 
months 


met death by accidental drowning 
while bathing at Fairfield 
Beach, 


MAJESTIC 
TODAY AVTD TOMOBBOW 
LIONEL BARRYMORE 


IK 


"THE MASTER MIND" 


was 
expected today to close the 


rase. 
A note found In tho 
bath 


house 
which sho used 
requested 


that her watch bo turned over to a 
relatHd 
An envelope 
containing 


tablets also was found. 
f 


QUILNA 


MARION DAVIES 


lu a Paramount Picture 


"Beauty's Worth" 


Quilna Nous 
l-'alitt 


Your Sport Costume Is Not Complete 


Without a 


I"1*! 
CV11 
C1 
* 
fibre bilk bweater 
We're Offering Special 
Values Wednesday at . 
Lustrous fibre silk sweaters in popular 
styles and a variety of colors and combinations- 


Sport Hats 
Trimmed Hats 


128 W. MARKET ST., LIMA, OHIO 
Store* at ft. "Wayne, 
InO., Spring- 


field, ru., and South Bend, InO. 


N O T I C E 


Account coal shortage night tourist train service 


on the Ann Arbor Railroad will be curtailed. 


On and after Wednesday, July 12th night train 


service to the end of the season will be as follows: 


Northbound Train No. 55 will run Friday and 


Saturday nights. 


Southbound Train No. 56 will run Sunday a*xl 


Monday nights. 
s 


Holders of space on these trains for other than 


above days may have same exchanged if they so 
desire. 
/ 
** 


The Ann Arbor Railroad 


H. S. BRADLEY, Traffic Manager, 


Toledo, Ohio 


Cleaner 


I'or 
downing 


all 
kinds 
of 


nhito sh(i(b, kid, 
cam as, clc. 


V 
*B 
VI 
SS 
TS 
f 
fillfi—/Vfonfn 
fir 
J ULLLj 
IVA VI tiff & I/1 
%j 
ecm S 


Children's Slippers 
SHppors and ^ 
„»-. 


oxfords 
o * *K T /""I 
soft 
quality «{* H 
_• *•* 


patent leuUi- 
ra 
••'•• 
" 


or, mid 
lino 
Jlh 


Viet 
kid, in 


black, or brown, sizes to No. 2 


Tremendous 


Tomorrow In The July 


avings! See Window Displays! 
<C9 
<•• 
*^ 


Clearance! Hundreds of 
iirs$3 Glove Silk Hosiery 


"Mnha\vk'' first quality glove silk hosiery, in plain, corded lace 


and drop-stitched styles. 
Every new color, black and white, 


1.50 Silk Hose 


NotA-Seme and Humming 


Bird brands, excellent quality, 


semi-fashioned, in all colors- 
2.50 Silk Hose 


quality, 
full-fashioned 


hosier}, M,th elastic, garter lisle 
tops, with high-spliced heels, all 
colors and black. 


3.50 Silk Hose $ 


Fine Klove silks, ami fnll.fncJh- 
* 
Fine glove silks, and full-fash- 


ioned, heavy quality thread silk 
hosier}, piain and drop-stitched 
styles; all colors. 


5.00 Silk Hose 


finest, heavy quality ingrain 


silk hose, ii» au colors and black, 


all standard high-grade makes. 


50c Lisle 
Hose, Pr. 37 


19c 


Fine mercerized socks, 


white with 
contrasting 


color tops; all sizes up to 
nambei 9. 


Clearance! Women's & Cfaildrens* 
Low Shoes at Big Reductions 
White Low Shoes $ 


TT 1 f*.v+*. a»i IP r\ r* /A w*i fe* ac- 
*«*l* tJ-n /*1 nirO C j"\-v _ 
Women's and misses' white canvas ox- 


fords and strap-pumps, made with low 
walking heels, neat, diessy styles, the 
pair, $1.59. 


Pumps & Oxfords t 


Fine quality patent leathers, in 


"FIapp"r" pump stjlcs, new sandal 
effects, fine walking oxfords, with 
low or Cub.in heels, frhomn In a big 
\arlety of new styles, bizcs for wom- 
en and misses at $3.89. 


Women's $1 flA 
Slippers 
l»t)iJ 


Sott, blnrk kid house slip- 


pers for women and 
rnisse-., 


made with hand-turned soles, 
and trimmed with silk 
pom 


poms, all sizes, $1.39. 


White Low Shoes 


Flapper Pumps, Oxfords, Strap Pumps, 


low and Cuban heels; sizes for women and misses 


Hncly 
cy mercerized !isle hose, and 
hose, in nil colors and black. 


Children's 
Slippers 


White 
$ 


Oxfords 


Women's and misses' ox- 


fords, made with durable Neo- 


lln soles, with low walking, or 


Cuban heels, all sUcs at $2 39. 


Made of black and brown 


Kid, black patent leather nnd 
c.iSfskin, and play oxfords and 
barefoot snndals, arul 
white 


1 canvas .slippers, wl/cs up 
to 


number two; Special 
Half ^ 


price, the pair, OKc. 


SIGMA 


TODAY 
It's Coolex at Tho Sim*. 


Richard Barthelmsss 


' The Seventh Day' 


Ana 


COMEDY 


COMIiHO WEDNESDAY 
T"i« Adventures OL , .... 
or 
Sherlock Holme* 


Dpnt put up 
with battery 
trcublesAvhen 
there is an 
Exide 
a 
dependable; 
long-life Ex- 
ide—made 
for your cai^ 


BECKMAN 
Electric Co.,"" 


k 
So, Control at Spring 


» JW5V 


ffl 


STRAWi 


HAT 
SALE 


i~ Special low1 prices on 
all Straws, Panamas aati 
Baliluks. Big selection, 
j-eal quality. 


Pittilk Bros. 


\ J44 S. Main St, 


Wall 
Paper 


FIRST lu 
you* " Wftfeaitton -, 
comos price with quality and | 
aorrlce. That's why Qulnn come* 
FIRST when you think J>t 


K Paper and Paints, 
QUINN 
: Decorating Co* 
\ 


i' North Main Street - 


*" 
• Opposite Court Hona$ 
/ 


Quality 
PAINT 


Furnish 


Your Home 


Elaborately 
at Small Cost 


Our low rent enables us 


to sell real quality furni- 
ture on a small margin ot 
profit. 
Investigate 
for 


yourself. Terms 
If 
de- 


aired. 


ARMSTRONG 


& SON 


411 N. Main St. 


"Out 
of High Bent District** 
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LIMA IS FORTUNATE 


W'HEN one congratulates himself that he 


is favored by Providence, it is a dan- 


gerous procedure. When the people of a com- 
munity that has long escaped a visitation of 
the wrath of the elements, boast of the fact, 
it is flying in the face of Providence. 


All about us other communities have been 


laid waste by severe storms during the past 
few weeks. Lima has miraculously escaped, 
but it is tempting fate almost to even talk 
about it, considering the experiences of others 
along the same lines. 


Four times within a period of two years 


sections of Auglaize-co, just south of Allen-co, 
have been visited by devastating storms. Only 
in one of these did Allen-co suffer, to some ex- 
tent. However, the clanger of the visitation 
of a storm is ever present during the heated 
period. In a spirit of humility, the people of 
any community that lias been fortunate in es- 
caping the wrath of the elements, hope for a 
continuance of the same immunity. 


There is little question but that the de- 


struciion of forests lias much to do with the 
increased violence of storms over this part of 
the United States. In prairie country cyclones 
are anticipated and provision is made to with- 
stand them to as great an extent as possible. 
The time is coming, doulilloss, with continued 
razing of forests, when the people of this part 
of the middle west will bo providing for thoir 
own protection cyclone cellars, the same as do 
the residents of prairie slates. 


o o o o o 


CRAZY STYLES 


S 


TYLES arc always adjusted to the national 


state of mind. And (he return of normal- 


cy is shown by the present exit of jaxz cloth- 
ing designs. So says Louis Rubin, secretary 
of the American Clothing Designers' associa- 
tion. 


Louis says the national stale of mind has 


little to do with it. The change, as always, is 
in the state of mind of some designers and 
manufacturers. 


The jazz styles, that are scheduled to go 


info storage with mothballs, did not 
reflect 


unbalanced 
or -neurotic mental condition 


among the "vast majority" of the American 
people. 


Freak styles come in cycles, periodically, 


regardless of the national slalo of mind. Fif- 
teen yeai's ago was an era of horse-sense, 
without jazz.' Yet the lads of that day wore 
the craziest clothes known to our gener- 
ation—peg-top trousers, shoestrings for rtcck- 
ties and enough buttons on a suit to load a 
dozen shotguns. 


When it cornea to clothing, the mass of 


people are in the iircdicament of a paid-in-ad- 
vance boarder who 1ms to cat what is put be- 
fore him or go hungry. 


We take what we get—what is handed to 


us by resourceful brains turning handsprings 
to stimulate clothing sales. 


Rebellion against abrupt style-changes, 


which play havoc with the average person's 
pocketbook, would be certain if it were not for 
our instinct of imitation. Man is more imita- 
tive than the monkey. 


The imitativeness is mental as well as 


physical. This explains the periodical nation- 
al switching from one cure-all to another il- 
lusion. 


Short skirts came in as a 
"freakish" 


style, yet they arc sane and sensible. Now the 
decree goes forth, that to be in the swim the 
short skirt must be discarded for a long one. 


This doesn't reveal any change in the na- 


tional state of the feminine mind, for nine out 
of ten women are about as keen to give up 
their short slurts as they are to "gather 
,}._«—»—„._—..—.. 


VACATIONING—WHEN SOMEONE CARRIES THE BAGGAGE 


wrinldcs." 


But groups of manufacturers decide to 


stimulate sales and move slocks of cloth. So, 
by elaborate staging, the long skirt will 'be 
forced OH women again. 


It is a bitter pill for tlic girl wiio scrimped 


and saved and went without adequate lunches 
to get enough money to buy short skirts. She 
is contemplating the grim truth that a long 
skirt can be shortened but a short skirt can- 
not be lengthened. 


Fashion is a cruel and unjust Simon. Le- 


gree. 


The whole system is as senseless as if 


word went out that everyone must tear down 
his frame house and build a brick one, or be 
old-fashioned. 


O 
O 
O 
0 
O 


MOVIE AUDIENCES 


TJ SYCHOlvOGY of movies is that the most 
A 
successful film is one in which a mem- 


ber of the audience can. imagine himself as 
one of the leading characters. Fiction, the 
same way. 


Movies rarely are any worse than their 


audiences. 


Nothing becomes popular unless it is liked 


by its financial supporters. The rare 
excep- 


tion is when we become fascinated by a char- 
acter we're glad we're not, or a situation 
we're pleased to find ourselves not participat- 
ing in. 


The first step in reforming the movies is 


reforming the audiences. 
Men -who try this 


usually go crazy or cynical. 


HEALTH TALKS 


Common Sense Ways to Keep 


Well 


POISONED: WHAT TO BO 


«* 


(I5Y DR. K. H. BISHOP) 


Every day or so the newspapers 


tell of a case of accidental poison- 
ing in which the victim took the 
wrong medicine by mistake. 
A lit- 


tle care and 
common 
sense could 


have prevented such an accident. 


All medicines whtcn are poisonous 


when 
taken 
internally 
are 
so 


labeled by the 
dispensing druggiat 


or physician. 
If »ucb medicine IB 


transferred to another bottle 
the 


label also should be transferred or 
a new one made out. 
It Is well to 


put such poisons on the top shelf of 
the medicine cabinet, reserving this 
shelf for poisons only. Most poisons 
when bought have prickly stonpers 
o nthe bottles so they may be Identi- 
fied in the dark. Cliiieren should be 
cautioned against taking any medi- 
cines except when 
at hand. 


the parents are 


Tho «ymptoms of 'poisoning; vary 


with the 
special 
poison. Sudden, 


••vore and unexpected sickness after 


eating, drinking or taking medicine 
may '•• due to poison. 


Del? / in cases 
of poisoning 
Is 


usually disastrous. A doctor should 
be 
summoned 
Immediately, 
but 


while awaiting bis arrival first aid 
should be given. An emetic, a medi- 
cine to Induce the victim to vomit, 
is the first thing to be done In most 
cases. 
Tickling the throat with fin- 


ger or feather or drinking a large 
quantity of warm water will usually 
induce vomiting. 


In the case of poisoning from cor- 


rosive poisons, an emetic is not the 
best 
treatment. 
Such 
corrosive 


poisons are sulphuric 
acid, hydro- 


chloric acid, 
nitric 
acid, 
caustic 


sods, potash and 
lime. Treatment 


should be as follows: neutralize the 
poison by giving an alkali such as 
baking soda or soap, for acid poison- 
ing; and strong fruit juices or vine- 
gar 
containing 
acid 
for 
alkali 


poisoning. 
Give a large quantity of 


some vegetable or animal oil, such 
as olive oi' or castor oil, to dilute 
and soothe the burned inner parts; 
finally give stimulants, 
such 
as 


strong tea or 
coffee 
or 
aromatic 


spirits of ammonia. 


POEMS YOU WILL 


ENJOY 


^ ..-RV BERTON 


ADVICE 


When first upon the planet man 


Acquired the doubtful boon 
of 


speech. 


At once the older folks began 


To preach. 


They pointed morals by the score, 


They talked of duty and of truth, 


And were, of course, an awful bore 


To youth. 


'Alack!" the elder folk would cry 


lA million times these words were 


flung), 
"I didn't act that way when I 


Was young!" 


The younger generation heard 


Advice on what was right and fit, 


And didn't heed a single word 


Of it. 


They took their own path In delight 


And learned things as they went 


along, 


And t'hey were just as often right 


As wrong. 


If foolish youth had listened with 


Respect to older counsel sage, 


We'd still be in the Neolithic 


Age. 


So slip to youth this kind of chat, 


"Go forth, your life is y«surs 
to 


make!" 


(For that's the only counsel that 


They'll take!) 


Says His Prescription 
Has Powerful Influence 


Over Rheumatism 


Mr. James II. Allen, of Rochester. M. 


IT., suffered for years with rheumatism. 
Many times tills terrible disease left 
him helpless and unable to work. 
Ho finally decided, 
after years 
oC 
ceaseless study, that no one can bo free 
from rheumatism until the accumulated 
Impurities, commonly caned uric acid 
deposits, were dissolved in the Joints 
and muaclea 
and expelled from thu 
body. 


AVith this idea In mind be consulted 
physicians, made experiments and final- 
ly 
compounded 
a. prescription 
that 
quickly and completely banished every 
Kien and symptom df rheumatism from 
Ins system. 
Ho freely gave hla discovery, which 
be called Allenrhu, to others who took 
it, with -what might bo called,marvel- 
ous success. After years of urging he 
decided to Jet sufferers 
everywhere 
know about Ilia discovery through the 
newspapers. Ho has therefore instruct- 
ed Oreen's Public Drup Store and druR- 
Klsts everywhere to dispense Allenrhu, 
with the understanding that Jf the fist 
pint bottle does not show the way to 
complete recovery he will gladly return 
your money without comment.—Adv. 


Waldo 


Cafeteria 


(N. B. Corner PubUo Square) 


\VB PLBASB 


THE MOST EXACTING 


High Quality Food* 
Cooked to Perfection 


Ilium's Best Bating House 


The Mother 


Can Have the Child'* 
Beautiful 
Complexion 


She had it when ifte was'a child. 
She can have it again with 


4AFRD5E 


The *o»p that gives nature a dianca 
to show every woman hei own beauty 


Now 


JAMES S. KIRK &ca 
Chicago 


POISON IVY 


Itch, and sunburn instantly 
relieved and quickly cured 
by using HydrosaL 
Ali 


druggists 25c, 50c, 75t. 


Be Careful What You Wash 


Your Child's Hair With 


If you want to keep your child's 


hair in good condition, 
be 
careful 


what you wash it with. 


Most soaps and prepared shampoos 


contain too much tlkali. This dries 
the scalp, makes the hair brittlb, and 
' and is very harmful. 
Mulsified co- 


) coanut oil shampoo (which is pura 
' and entirely greaseless), is much bet- 
ter than anything else you can usa 
for shampooing, as this can't possibly 
injure the hair. 


Simply put two or three teaspoon- 


fuls of Mulsified in a cup or glass 
with a little warm water, then mois- 
ten the hair with water and rub it in. 
It will make an abundancs o£ rich, 
creamy lather, and cleanse *\e hair 
and scalp thoroughly. 
The lather 


rinses out easily, ana removes every 
particle of dust, dirt, dandruff and 
excess oil. 
The hair dries quickly 


and evenly, and it leaves it line and 
silky, bright, fluffy and easy to man- 
age. 


! 
You can get Mulsitied cocoanut 


i oil eha:npoo at any drug store. It is 
very cheap, ,and a few 
ounces is 


enough to last everyone In the fam- 
ily for months. 
Be sure your drug- 


1 gist gives you Mulsified. 
—adv. 


AS YOU LIKE IT 


In 
Utah, murderers may be either hanged 
or 


shot. In Chicago they may be neither. 


* 
* * 


Congressman wants the daisy for our national 


flower. 
Politicians suggest the forget-me-not. 


Some men, liko electric funs, always blow, 


fans are welcome. 


The 


San 
Francisco h.is opened a plumbers' 
school. 


First lesson should be "Iniyim ing the Memory." 


* 
* 
* 


"Auto and Airplane Collide"—headline. And it 


happened In Los Angeles where they are supposed to 
have good roads. 


NE of Daniel Webster's 
famous retorts was to a 
young man when their 
hats got mixed. 


'Why, Mr. Webster," said he, 


"our heads are just the same 
size." 
"On the outside, perhaps," re- 
plied Webster. 
If there had been 10,000,000 


automobiles in Webster's day this 
might have hit off the feeling 
about tires as well. 


* 
* i 
* i 


To understand the tire situation 


today, go back to 1918,1919 and 
1920,whentiremakerswerejump 


owners rode onRoyal Cords last 
year. 


The unobserving man might 


say that this was reaching the limit 
of the quality idea. 


Yet, in January* February, 


March, April and May, 1922, the 
sales of U. S. Royal Cords through' 
dealers more than doubled over 
the same period of 1921. A new 
high record for Royal Cords. 


Spontaneous buying through 
dealers. 


A picture of the public 


voluntarily making U. S. 
Royal Cords the measure 
of all automobile tires. 


T 
JS i°lCh UP **£thC de™an£L 
You have, perhaps 
Inl921theymorethancaughtup. 
overheard 


'ROUND LIMA HOUR BY HOUR 


BY OH. Oil. JACKKXR1M. 


A 
Pajje from Hie Diary of 
An 


Antiquated Keportor: Tjp 
betimes, 


and do\\n to porridge. 
Out in the 


,ABE MARTIN 


Wo don't Micve «nyl>ml<ly 


ever too Rooil «.' l>c rlvilvi-' ,'vo« it 
lots o' them do act liko U. 
\Vc kin 


scmcmbcr when a woman \\m. hat- 
Isfled t' bo known ns tli' \\lfo o1 
•Omcbuddy. 


.(Copyright, 1822.) 


.. WITH APOLOGIES 
. 


gny sunshine, thermometer hitting 
a 90 per cent gait and no need for 
undies this day. Stopped Cor a t'oot- 
icure. and saw there C. A. Graham, 
the 
ex-county clerk 
find 
lormor 


statesman, now one of the big finan- 
ciers oC this town. 
And he expects 


building to become more and more 
so, as monies accumulate In build- 
ing and loan societies. 
To the o£- 


fce, 
and Charlie Herbst telephoned 


iny extra pair o£ trousers is ready. 
Hut me with no funds, tho need the 
lower covering. 


Going westward, towards Libby- 


st ditl moot Sam Tignor, tho 
per- 


lecto king, and Dr. A. D. Kahle, the 
eminent 
practitioner. 
Back 
on 


Main-st. tarried a. moment to hear 
the Hon. Bill Tiorney, former city 
statesman, arguing with Dr. Jona- 
than 
B. 
Vail, that 
tho 
surgeon 


should vote lor Tiorney because he 
cut his 
leg off thirty years 
ago 


when mangled on the Pennsy tracks. 
And Dr. Jonathan forthwith prom- 
ised, 
and inquired how the 
other 


leg \vas doing. 
And tho Hon. Hill 


said very port, but ho visited 
tho 


fomotory tho other day to lay fresh 
flowers on the dead part of him. 


To lunch with the Uotarl.ins at 


Harry's cafe; and heard a cousin of 
Sir 
Harry r/audar from 
Scotland 


born, 
but by American 
adoption, 


here from Uullon. 
And h-j 
sung, 


very 
sweet, Sir Harry's "When 
1 


was Twenty-One." 
And aJterwards, 


strolling thru the grande salon, was 
haled to greet dining there, J. P. 
King, 
of Columbus, the 
one-tyma 


hotel 
king, 
and with 
him, 
the 


charming 
JMrs. Surah, 
and Mrs. 


Mary Hepburn, from Long 
Island 


way. 
\Ve chatted of the years that 


were, and the Cedar Point 
week- 


end when crystal rock was in flow- 
er. 


In the late afternoon, to Jimmie's 


for a 
trim and to discuss 
Exodus 


8:3. 
And Jinimie didn't think they 


were the kind of frogs whose limbs 
are now a part o£ any dainty a»enu. 
But Jimniie likes Esther much more 
so than Kwodus. 
A great hub bub 


on the front porch over removal of 
the card room below stairs, many 
of the experts claiming it impairs 
their game. Out. and \\a\ed to F. 
P. Thompson, the veteran foreman 
o£ the old C. II. £ IX Great Central 
COach 
sliop**. 
H^fQrA t]io 
rt,ny^ 
r\f 


strikes and when C. H. Cory 
was 


tho last word thereabouts. 


Fearing they would reread 
tho 


meter b«foro I could pay the bill 
shut off the gas on the range. This 
being Dollar Day, and so, with my 
wife, to tho Pranceda. whero dined 
well 
on a good roast find 
smear- 


c,\se. Tlirn strolled thru the shop' 
ping district, nil stores now being 
closed and it a safe venture. 
But 


she saw nothing she crav-jd, so lint 
«ome whlteroek and thence home 
And to bed. 


And in 1922, every car-owner 


knows where he can get plenty of 
tires with plenty of big discounts. 
Plenty of bargains with ingenious 
sales-arguments. 


A vast quantity of merchandise 


he knows little or nothing about. 


* 
* 
* 


The quantity problem is history* 
It is all this quantity of tires— 


and their wide variance in value 
that is making most car-owners 
determined to get quality. 


Hundreds of thousands of car- 


other 
sold for 


some 


tire being 


'as good 


as a Royal J 
At a time lite 
this remem- 
ber what 
Daniel 
Webster 
said. 
mm 


Current prices on United States 
Passenger Car Tires and 
Tubes are not subject to 
federal Excise Tax, the tax 
having been included. 


! 


\'<v 


United StatesTlra* 


arc Good Tires 


1922 


VJ.S-rireCo.' 


' 
7r'-; 
.£*•«- 
Y? 


l^*s1 


seffiss,, 
U-i-VMiii-S! 


U.S. Royal Cord Tires 
United States ||| Rubber Company 


Branch, 109 N, 
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(THE LIMA NEWS 


PROFIT 


THBHADIO 


,0.rn _ {Associated Press) 
CH 
nJk of farmers la the grain 
thousands oi » 
the thirty. 


elt ,are cram 
market quotations 
linUJ ,,t by radio telephone from 
rMr htogo Board of Trade, accord- 
39 ?„ 4iJan M. Clement, chairman 
|Sth8 Market 
Committee 
of the 


o«av the service has proved 
# .necessful." declared Mr. Cle- 
lS5to a Sort to members. "In 
'en Vnrt time the service has been 
jeoS 
De atioa it has proved Its tre- 
1 1ST Utue to the farmer. It is 
'?? Hie farmer with his market. 
nUng 
k'eping him advised of *he 


li£?mg conditions that constitute 


f fnr the producer as well as for 


,e gram distributor when it has 
llz fully developed can hardly be 


£«Tgp1eerams and letters have been 
J'ed 
from 
scores 
of 
cities, 


,wns and village commending the 


napd of Trade's broadcasting serv- 


They come not only from farm- 


s' but also from county elevators, 
.,' ers banks, business houses and 
iieation.il institutions." 
It was announced that the quota- 
ous and market information broad- 
mf from Cliicago are now being re- 
ved from several other cities to 
,eir respective territories. 
There 


lav points to date, the committee 
no'rts 
show, 
include 
Emporla, 


an Tuscola, 111.. Oklahoma City; 
niv'er Colo.; Los Angeles, Calif.; 
ivenport, la., Omaha, Nebr.; St. 
)uis, Mo.; Hutchison and Wichita, 


The bioadcasting by the Chicago 
}ard of Trade Irom the K Y W 
ation began on March 10. 


TORNADO IS DISASTROUS 
LAKE ANDES, S. D.— One man 
lied, two persons seriously injured 
a 25 or 30 others hurt Is the toll 
a tornado which swept over here 
id St Charles S. D., causing dam- 
e estimate! at $750,300. _ 
i 


PREMIUM LISTS IN OLUB 


WORK ISSUED IN ALLEN-CO 


INTEREST BOYS AND GIRLS 


Premium 
Hat* for 
boys' 
«ud 


girls' 
club 
work and voeatlona 


stock Judging teams have been is- 
sued by the Ohio SUte Fair board 
H. J. Ridge, lara agent, said Toes- 
day. 
' 


All phases of club work are cov- 


ered by the premjum list and awards 
will be given for Individual, club 
team or county exhibits and demon- 
strations. Ridge states. 


More than $8,000 will be distrib- 


uted by the fair board. Prlzea will 
not be large, but there will be manj 
of them and each boy shipping a pig 
or a calf will be refunded a portion 
of his freight money. 
Part of the money for the awards 


is being given by purebred etock as- 
sociations which are desirous of im- 
pressing that purebreds only should 
be rased. The balance is provided 
by the state fair board. 
Ridge will begin an immediate 


eurvey of the club work in AUen-co 
and will organize a number of In- 
dividual, club and team exhibits as 
-well as a county exhibit. If possible. 


Pig club work in the county Is 


progressing very satisfactorily and 
some very fine specimens are being 
raised, Ridge savs. 


POLICE AID IS SOUGHT IN 


SEARCH FOR F. C. VOGEL 


Whereabouts of Fred C. Vogel, 


70, Adgate-apts, Elm and Main-sts, 
•who disappeared Monday at V:45 a. 
in., remain a mystery. 


Nothing has been heard of him, 


a friend, J. H. Kenyon, 111 W. Cir- 
cular-st, reported to police. 


Vogel le five feel, seven Inches 


tall, weighs 145 pounds, has a 
stubby gray mustache and the ring 
finger on his left hand Is partially 
severed, due to an accident several 
years ago. He wore a blue coat, 
.ight trousers and etraight rimmed 
ht nd spectacles. 


No reason for Vogel's disappear- 


ance Is assigned. 


GOEKE I/IMA SPEAKER 


J. H. Goeke will be the speaker 


at the Lions club luncheon "Wednes- 
day noon at the Elks' home. He 
•will talk on current problems. Tom 
Pearman, new general secretary of 
the Lima Y. M. C. A. will also be a 
guest of the Lions and tell some- 
thing regarding 
the -work 
being 


done. 


NOW IN THE STORES 
F 


OR several years "Churngold" lias been sold in Lima 


from wagons only. Necessarily, it has been obtain- 


able by only a limited number •— those living on these wagon 
routes. Many people have heard of its good qualities from 
their friends -who use it, and nave wanted it—and now they 
can get it. 


Now in accordance with, the general policy of The Ohio 


Dairy Company to sell all the products they manufacture 
and distribute, thru the retailer only, the wagon service has 
ben discontinued, and "Churngold" will be placed with, the 
leading Grocery Stores. 


"Churngold" will be supplied daily to dealers in Lima 


and adjacent territory, where you can get it fresh and 
sweet. The following is a partial list of retailers here who 
are now stocked with "Churngold" and ready to serve you. 
Others will be added every day. 


THE OHIO BUTTERINE CO., 
, 


Cincinnati, Ohio 


J. F. Smith, 760 Bellefontolne 


Ate. 


K. S. Derbyshire, 938 


Belief ontaine Ave. 


J. C. MnrUa & Son, 1014 


Bcllefontaine Ave. 


H. D. Austin, 62» Brice Ave. 
W. C. Good, 1074 S. Central Ave. 
E. H. Valentine, 514 N. Collett St. 
J. H. Haege, 230 Jf. Cole St. 
U. E. Gosbard, 300 N. Cole St. 
BiiiKer & AVeidner, 503 N. Cole 
St. 


Walter Bros., T20 N. Charles St. 
M. E. Clapper, 50; K. Charles St. 
Daniel Bcchdolt, 80<J Dingledine 
-Ue. 


S. ttupcrt, 534 S. Elizabeth St. 
""gut's, Market, 738 X. Elizabeth 
8. J. Butcher, 720 E. Elm St. 
kani Blinder, «48 W. Elm St. 
L- L. Djsinger, 210 W. Elm St. 
« cst Elm St. Grocery, 636 W. 
Klin St. 


«co Hnrrtin, 833 Pairview Are. 
•i- M- Cuil, Cor. Kairview & 


Highland Ave. 


J; I'. Dojlc, 200 W. Grand Are* 
1'ockluii & Littler, 1021 E. High 


ht. 


R- 15. Miller, 930 E. High St. 


B R n 1JCr' 4°° W" Hl«h St- 
i,«i', ?^ey' 707 Harrison St. 
G s,t T, 
CJUl- 417 E- Kibby st- 
l"slor £ Whitcman, 526 W. 
""•'ij St. 


J-K. Kail, Cor. Kibby & 
lwrn,on Sts. t' 
Cor- 
Kibby 


St 
. 208 S. .Main 


- M.i,nSt. 


P, H. Kelley, 1008 N. Main St. 
T. E. Shanahan, 800 N. Main 
W. Hollar, 043 N. Main 
F. C. Mayer, 81SS N. Main 
Peoples Cash Grocery^ 723 


Madison Ave. 


Mrs. Elizabeth Behroth, 421 E. 


Market St. 


Standard Grocery, 218 E. Market 


St. 


Mrs. p. C. Stevens, 1235 W. 


Market St. 


H. 3. Daniels, 202% X. Metcalf 
W. C. Derbyshire, 701 N. Metcalf 
Mrs. W. H. Jerwers, 606 S. Met- 
* calf St. 
E. H. Dorsey, 135 W. Market St. 
J. E. Wilkins, 708 S. Metcalf St. 
The Thomas Grocery, 20S W. 


Market St. 


Geo. A. Knowles, 309 S. McDonald 


St 


Harry C. Gleaves, 645 N. 


McDonald. 


A. C. Burton & Son, 212 B. 


North St. 


JT. E. Dershan, 1101 W. North St. 
Louis Wolf, 8O4 W. North St. 
Marion Goodwin, 551 S. Pine St. 
Hanthorne Bros., 901 S. Phi© St. 
E. Ricselman Grocery. 437 8. 


Pine St. 


C. M. Salsbwy, 236 S. Pine St. 
O. O. Benson, 21» S. Scott St. 
J. B. Nicholas, 336 S. Scott St. 
H. & M. Cash Grocery, 908 B. 


Second St. 


The Family Cash Grocery, 123 E. 


2nd St. 


Kline & Son, §01 £1. Second St. 
E. P. Shafer, 941 W. Spring St. 
P. J. Meyers, 1O8 E. Spring St. 
Clark E. Miller & Co., 407-11 W. 


Spring St. 


Spencer & Ridenour, 143 W. 


Spring St. 


Foster & Shnltz, 790 St. Johns 


Ave, 


A. R. Tissott, 990 St. Johns Ave. 
Leffel Bros., 10OO St. Johns Ave. 
Joe Wicsc, Cor. Union & Elm Sts. 
C. Brookins, 232 E. Vine St. 
J. Watkins, 219 W. Vine St. 
W. Hollar, 643 N. Main St. 
T. K. Shanahan, 800 N. Main St. 
P. C. Moyer, 815 N. Main St. 
E. B. Hoberhaner, 747 N. West 
J. W. Slusser. 200 W. Murphy St. 
W. C. Derbyshire, 701 N. Mctcalt 
K. R, Hunt, ooo W. Wayne 
J. Hi Harrington, 600 N. West 


THE OHIO DAIRY COMPANY 


Lima, Ohio 


/ 


Extraordinary Super-Values 


THAT SHOULD CROWD THIS STORE WITH EAGER SHOPPERS 


WED 


An Old-Time Bargain Event With Prices That Will Amaze the Most Reluctant Shopper - 


Every item a Great Sacrifice — Every Sale a Big Value 


Coats, Capes and Wraps 


Price 


Only 100 garments left — all medium 
weight — suitable for now and early 


Fall Wear- 


A 


V"% 
1 
*T^ 
*W 7 
4*M 
S 
Keady-To-Wear-Sa!e 
-For Wednesday-- 


Featuring 170 Garment, .uitable for mid-summer wear—Priced «o low that every woman 
who is lucky enough to be on hand Wednesday morning will reap a handsome cash saving 
of many well earned dollars—These bargains for Wednesday only— 


Extraordinary 


Values in 


Sheets — Sheetings 


and Muslins 


9-4 BLEACHED 
SHEETING 


A special quality pure bleached 


seamless sheeting —full 2% yards 
wide. 


9-4 UNBLEACHED 
SHEETING 


Full 2*4 yards wide—good, clear 


quality. 


39c 


$1.29 


81x90 BLEACHED 
SHEETS 


Full size seamless sheets, with 


deep hem—extra value. 


27 INCH WHITE 
OUTING—yard .. 


63 x90 
SHEETS „„... 
$1.19 


72*90 UNBLEACHED 
OQ 


SEAMED SHEETS 
O»fC 


36x42 PILLOW 


CASES—pair 


36 Inch "Cloth of Gold" 


Bleached muslin, yard .... 


36 inch "Pride of Dixie" 


nnhleached muslin, yard ... 


50c 


19c 


No Approvals- 
No Charges- 


All Sales Final— 


20 Women's Coats and Capes 


Values to $25.00, at - - - 


10 White Baronet 


Satin Skirts at - - - - 


40 Girls' Coats — Ages 3 to 12 


Values to $15.00, at - - - 


10 Wool Jersey Suits 


Sizes 16 to 40 at - - - - 


25 Summer Dresses — All sizes — 


Values to $15.00, at - - - 


20 Gingham Dresses — 


Stout Sizes — "Wednesday" - 


15 Sport Dresses — 


Linens and Ratines, at - 
- 


30 White Wash Skirts — 


-2 for - - - 


A Special Clearance Sale of 
Silk.Capes And Suits 


This week we will close out 25 fine Silk Capes and Suits, at a fraction of their 


actual worth. In many cases these garments are one-of-a-kind styles. Note the 
remarkable reductions. 


$89.50 Three-Piece Valdette Suit 
: 
$39.75 


$79.50 Two-Piece Valdette Suit 
- 
$34.75 


$59.50 Silk Cape (Green) 
, 
$29-75 


$35.00 Silk Capes—(Black or Navy) 
,$19-75 


$59.50 Fur Trimmed Valdette Cape 
, 
$29.75 


$29.75 Canton Crepe Cape 
• -$16-95 


$25-00 Canton Crepe Capes 
$13.95 


These garments are on display in our south window. The values are so extra- 


ordinary that we annot guarantee them to last throughout the week. 


$25 Silk Sport Dresses 
Previously Selling at $19.75 to $25 


The smartest styles of the season, fashioned o£ 


new heavy Sport Silks, In the most attractive color 
combinations—Sizes 16 to 40. 


For "Wednesday" Only 


$35 Homespun & Tweed Suits 


Wonderful Suits for travel or motor wear. The 


Jackets are all silk lined—Sizes 16 to 46—Colors: 
Grey, tan, rose, helio, copen. 


SUMMER DRESSES 


For Stout Women 


Women who require Dresses larger than regular size should immediately avail 


themselves of this opportunity to select a becoming Frock at a special price—You 
will find here a large collection of smart new Dresses fashioned of fine Ginghams— 
Tissues—Dark Voiles—Canton Crepes—Crepe de Chine and other SHk and Cotton 
fabrics. 


July Prices'On 


VOILES—TISSUES—GINGHAMS—KLAXONS—ORGANDIKS—SWISSES— 


RATINES, ETC.—ALIj AT LOWERED I'BICSS 


36 Inch Tissues 
.......................... 
• . . • 
........ 59c 


86 inch Tissues — In pretty cheeks and plaids of every color — both Imported 


and Domestic Tissues are offered at this very special price. 


5,000 Yards Printed Voiles 
............................. 
^0C 


Over 200 different patterns in light and dark Voiles — large and small patterns, 


Some formerly sold as high as 75c yard — 36 and 40 inch •widths. 


Printed Batiste and Flaxons . ..... ,,.,,,.,•,.- ......... ,. 9Qc 


30 inch fine sheer PTaxons and Batistes in 
small 
printed 
designs, 
stripes, 


checks, etc. — A wonderful fabric for warm weather Dresses. 


$2.00 Embroidered Voiles ...... . 
...................... 
§gc 


40 inch Imported Voiles, embroidered in pretty designs — in Navy — Brown and 


light colors — a very special value. 


$1.49 Dotted Swisses 
................ 
- 
............... 
$1.19 


Genuine Swisses with small dots — in dark and light colors — 30 Inches wide. 


$1.50 Dotted Organdies 
............................... 
Qgc 


40 and 45 inch Swiss Organdies, with embroidered dots — dark and light colors. 


$1.00 Silk Ratine— "Special" 
........................... 
ggc 


36 inch Ratine — the season's most popular fabric — in plain colors — all shades. 


Popular Selling Summer Silks 


Colored Shantung Pongee. Coral, Jade, White, Natural Lt. and Dk. 


Blue, Tan, Rose, Pink 
$1.50 


40 Inch Crepe De Chine, large assortment of colors . . . • $1.95 
Canton Crepes, all color* 
$2.59, $2.95, $3.75 


33 Inch Pongee, natural color , 
$1.25, $1.50 


50 Inch Pongee, natural color 
$2.59 


White Sport Skirting 
, 
$2.25, $2.65, $3.95 


White Krepe Knit 
..$3.39 


Cross Patch, White and Color—A New Sport Fabric 


K. T. &RZGG fr CO. 


"Lima's Busy Store" 


NEWSPAPER! 


m 


1 i 


MRS. ALAN BOOTH 


HONOR GUEST AT 


CLUB LUNCHEON 


•MISS CHRISTEN'S DAILY PAGE OF CLUB AND SUCicTf EVENTS' 


M 


RS. M. P. Colt, CG7 W. Market-st, was a charming hostess Tuesday 


at a luncheon at Shawnee Country club, when she dispensed de- 
lightful 
hospitality to a company ot intimate friends 
ot 
Mrs. 


Alan Booth, Pontiac, Mich., who Is here tot a visit with her parents, Mr. 
and Mrs. B. Hover, G75 W. Market-st. 
* 
Pink roses, in the most dainty hue, decorated the table and nut bas- 


kets of the dainty color, completed the artiutic decorative note. 


Grouped about the board were: Mrs. Booth, Mrs. John Galvin, Mrs. 


Walter S. Jackson, Mrs. H. M. Crawford. Mrs. Charles Herbal, Mrs. W. i» 
Ueid, Mrs. Frank L. Malre and tho hostess. 


•o o 
o- 


The marriage of Mis Catherine 


Sonntag. daughter of Mrs. 
Myrtle 


Sonntag, 
601 
S. Metcalf-st, 
and 


John Foley, 1093 N. Main-bt, took 
place 
at 
St. 
Gerard's 
Catholic 


church. Tuesday at G:30 a. m. Uev. 
Father Funk read the marriage ser- 
vice. 


Tho bride wore a pretty creation 


of cream French organdy, over pink 
taffeta, 
trimmed 
with 
rosebuds, 


•with a large picture hat. 
Slio car- 


ried a bouquet of orange blossoms 
and valley lilies. 


Miss Elizabeth Foley, sister 
of 


the 
bridegroom, was 
bridesmaid. 


She wore a costume of cream 
or- 


gandy, trimmed In Rreon, with large 
picture hat. 
Michael Folev. brother 


of the bridegroom, was best man. 


A wedding breakfast for frli'iids 


and relatives of the couple was held 
following at the homo of tho bride- 
groom. 
Roses and morning glorioi 


decorated the table? and tho rooms 
•were in pink and blun of tho morn- 
Ing glory color to give off tho of- 
lect of that setting. 


Mr. Foley and MB bride dcparlcd 


at noon for a trip to New 
York 


City and tho east. 
Upon their 
re- 


turn, the couple will receive their 
friends 
at 
642 W. 
McKibben-Bt. 


Tho bride traveled in a suit of <lark 
•blue 
tricotlne, 
haavlly 
F^'-nch 


beaded 
and handsomely tailored, 


•with 
a small hat of coi respond Ing 


color. 


The bride is a young woman who 


numbers her friends by the tcore. 
Mr. Foley is a valued employe of 
the Solar Refinery. 


An organization, known a.6 
the 


Jolly 
Bunch, lias arranged for 
a 


dance, to be given Wednesday ev- 
ening 
ut 
McCullouch lake 
park. 


The 
organization consists 
of 
23 


couples. • A long program o£ dances 
has been arranged. 


Tho 
Gleaners' class of 
Central 


MUSIC 
MAKING 


NATION AIM 


SOCIAL CALENDAR 


WEDNESDAY 


Miss Dorotiiy Hunter enteitains 


Delta Sigma soiority at her 
summer homo 
at 
Orchard 


Island, honoring 
Miss 
Ui'bB 


Sharpley, bride-elect. 


Trinity M. U. Homo Missionary 


hocitity vvill be entertain'(1 at 
country home ol Mrs. Theo- 
dore Koop. afternoon. 


Woman's Mis-nonary society o£ 


liethany 
Lutheran 
cluich 


postponed. 


Cotta 
Circle 
enjoy > 
meeting 


with0Mrs. O II Allomeicr at 
iier countiy horn", attunoon. 


Woman's Hoard ot Managers of 


District Tuberculobis net-pltal 
wll hold 
annual 
pirnic at 


hospital grounds, afternoon. 


Woman's Missionary society of 


Calvaiy 
Reformed 
church 


eii3o\R meeting with Mrs. R. 
C. Sassl 
at 
her 
country 


home, uiturnoon. 


Woman's Home Missionary so- 


ciety of Grace JM. B. church 
meets In the church parlors, 
afternoon. 


Congregational circle holds reg- 


ular meeting at 
First 
Con- 


gregational 
church 
parlors, 


ulternoon. 


Ladies' Aid society of St. Paul's 


Lutheran church holds all- 
day picnic at Ft1 u rot park. 


M!HS Genovleve Cullen will en- 


tertain 
Zcnda 
Shen 
club, 


evening 


Matinee Bridge club, ono of the 


organUatloiiH which hold such 
ilo- 


lightlul assembllen, was ono of tho 
fow which decided not to 
forego 


meetings, 
even 
lor 
(ho 
extieirio 


summer lieat. 
A plan was derided 


upon, whereby meetings would be 
hold fortnightly at Shawneo Coun- 
try 
club, under the greatest 
In- 


form n Illy. 


Such wus ono of the assemblies 


Airs. Levl Mullen and small grand- 


sou, Guy Leonard Mullen, Lea 1£. 
Mullen and the Mlssea Lura Blakely 
and Doris Mullen all of Columbus 
Grove, were guests Tuesday of Mr. 
and Mrs. Ross E. Mullen, 1168 W. 
Hlgh-st. Ross B. Mullen who Is en- 
gaged as an architect 
in Toledo, 


came borne for a few days with his 
family here. o 
-fr * 


Ray Altinan or Lima, is spending 


a short time at Put-ln-Bay. on Lake 
Erie, and while there is registered 
at Hotel Commodore the chief hotel 
of the island summer place. 


«• 
O 
•> 


• Mrs. H. Blankenship 
and 
Misa 


Louis Blanken/'hJp. 84& W Market- 


are In D«lphoa. called there by 


the death or Miss Clella Colbert. 


Church of Christ has arranged for TueB,jny. 
wnpn j\ir8 c A 
Black, 


picnic, which has been gn w 
Mar-Ket-Ht, most dPllRhlful- 
the annual . 
planned lor Wednesday at 
Faurot 


park. 
Dinner 
will bo served 
at 


noon. 
•0- 
<> 
<> 


Mr. and Mis. George Fisher imdj Jjj,' ,he splicioug vorandas 


children, Ivnn, Helen nnd Marfiucr- c,uh houpo_ 


ly entertained the club ut luncheon 
and brlilRo. 
A bowl of garden flow- 


ers centered the tnblo and the mem- 
bers enjoyed the rom'shing ''rce?es 
at tho 


, 
_ 


its Moypr have returned from n stay j 
substitutes wore Mrs. Karl Swan, 


of a week at the Fisher summer cot 
tage at Indian Lake. 


•0- 
-0- 
•> 


Ladies' Aid society of St. Paul's 


Lutheran church will hold tho an- 
nual picnic Wednesday 
at Faurot 


park. 
All members of the society 


and of tho 
congestion are invited 


to join tho society 
in the outing 


The picnic will last all clay. 


•>• 
<> 
<• 


Mr. and Mrs. Oscnr M. Thomas 


and son, 120 N, Charlos-st and Mrs. 
Thomas' sisters. Dr. Sara Davis and 
Miss Leah Davis, 
both of Toledo. 


have returned from a delightful ten 
days' motor trip to Washington, D. 
C., and points In the east. 


SUSIE SMART'S 


ADVICE 


Dear Mlaa Smart: 
I 


HAVE experienced mucH trouble 
with my neighbors children throw- 
ing stones. 
I have talkod with 
the mother about It and 
sVio claims 
that because her little 
Doy is 
only 
four years old, ho Is not old enough 
to know It la wrong and too younp to 
be punished, only to smack. Ills llttlo 
hands, hut not to hurt him 
As I live 
in a dnuhlo 
hoifse, it Is 
very unpleasant. V>osldo<t tho dancer 
J wish you would kindly 
insert my 
question and Rivo answer. 
Is 
the 
child, if normal, considered Intelligent 
enough to realize 
and 
know 
that 


fSgfht'ng and stone throwing is vrronjr 
and be made to quit It, If 
properly 
taught? 
W. H. 
I 


am quite surprised at your com- 


plaint. 
Would you, 
if 
you 


could ha the means of causing 


the little child to bo punished, just 
because he engaged in the childish 
delight of throwing stones? 
if 1 


judge your character hy your writ- 
Ing, surely you would not. 


You probably do not understand 


children. 
Invite the little fellow to 


come and sit on your porch. 
Play 


ball with him. 
Teach bun to love 


you. 
Show that you are le.illy in- 


terested in him. 
Ho won't need to 


be punished, 
the practice will be 


stopped of his own accord and he 
will think 
you 
are 
the dearest 


"auntie" in 
the 
world 
to him. 


"Lovo conqueretli all things" is as 
aptly applied to situations of this 
kind as IE older lives. 
» 
* 
* 


Dear Uliss Smart- 


\Ve are t\\o girls. 18 years of npe 
and have been 
Koing; with two liny 
friends, t w o jt-.irs onr senior, for the 
last eight months Thpv h.uo nl\va\s 
treated us w i t h 
respect 
nnd 
hn\e. 
promised to keep tho friendship \\iih 
intentions of beromniK etifzn^cd to us 
Inter on 
As \ve loved them 
wo de- 
cided to wait for them 
Suddenly they 
Stopped comfnfr nnd we hear UKV «iv 
unpleasant (nines Tlioiit ua 
What 
can we do to stop thi*"" 
nun AXD BKK 
The best and quickest treatment 


of rumors is 
lo Ignore them abso- 


lutely. 
Then they flicker and die 


Incidentally, tho hoys are helinvinc; 
mos! u remlemanly and if they de- 
sire to break off the friendship, to. 
anv particular reason, thov should 
come to jou and offer an explana- 
tion. 
However, 
1 would ignoie 


them and let the matter drop. 


V 
* 
* 


Dear Miss Smart- 
Foi a long time I have been "bothered 
•with shiny nose, and 
In 
this 
hot 
•weather It Is almost Impossible to l<e<-i> 
It from fairly RllRtcninK 
No m<itlor 
how often I powder or n b n t kind nf 
powder 7 use. my nose persists !n he- 
comlnp shiny 
Have you a icmoiU 
lor this condition? 


™. 
,, 
nnsi'Aiu 
The shiny nose is a common ail- 


ment In the summer time mid o,in 
he corrected with a little care and 
attention, 
in thi- morning, at no<vi 


and In the af ->rnoon, If convenl 
• 


saturate a hit of cotton with Kir.ln 
alcohol, diluted, and apply 
i,ot it 


dry on tho 
nose th«n apply as bc- 


tore. 
A good 
vanishing; 
cromn 


rubbed Into the skin before uowder- 
Jng i* also effective. 


Akron, 
arid Mrs. J. P. 
Bowman's 


guest. Miss Bowman of Detroit. 


<r 
<• 
<• 


Mr. and Mrs. J. F. Bowman, 925 


Stato-st, are entertaining their sis- 
ter, Miss Mabel Uowrnnn, Detroit. 


< • • & • < • 


Mrs. Earl Swan has arrived from 


Akron for a visit with her mother, 
Mrs. 
T. 
A. McLaughlin, 212 
W. 


Wuyno-st. 


< • < • • • > 


Mrs. Harry 
C. Hiner, 1175 W. 


HiRh-Rt, is at Lakeside, where she is 
attending the convention of Sunday 
school 
w o r k e r s 
of Lutheran 


churches. 
Mrs Jlir.cr Is represent- 


ing Zion Lutheran church. 


•0- « 
0- 


Tho meeting of the Woman's Mis- 


sionary society of Bethany Lutheian 
church, planned for Wednesday aft- 
ernoon with Mia. L. B. Colbert, has 
been postponed and will be held in- 
stead on next Tuesday 
afternoon. 


with Mrs. Colbert. 


Dr. A. H. Crops, Mrs. Creps and 


son Jwim, 126 N. Collett-st, will 
leave this week for an extended mo- 
tor trip, with Maine as their ob- 
jective. 
They TV ill be guests there 


of Mr. and Mis. F. C. Beam at their 
summer home in the mountains. 


KDOAK STli.LMA. 
KELLEY 


shall be always a nation 
ot music 
boriowers 
in- 


rtrad 
of mubic mil kerb 


unlr-ss we develop American musu 
and 
KIVC tho American, composer a 


chiinoc1." 


Mis. HdRar Slillman-Kelley, wife 


of t IIP famous American composer, 
says that. 
T..at is why she is one 


of thu sictue workeiB in 
the One 


MIlllou-One-DoHaf campaign 
to es- 


tablish 
.111 American v/pera houso 


"An American oiiera house, where 


our native works and artists ran be 
hoard as well as foreign operas In 
our own language will give tho nec- 
ois.iry oppoitUTiitv for native com- 
posers and can 
be the 
borne 
or 


Miss Clotilda Walters of Kreraont 


\vlio came Suml.iy for a visit 
with 


WHOM Hlt&LL MOLLY MAUS»V> 


Molly's Elopement Plan Is Upset 


•• •• • 
•• « "By ZOB BECKLBV— - - • - j 
• •• - • • 


At sight of the woman with 
Ben 


and heariLg her piercing cry, Mo'.iy's 
oonsclousrifzB all ow^ left her. 
Don, 


too. appeared stricken. 


Only Ben Wheeler remained unaf- 


fected. 


"Leila, 
oh — " stammered 
Don, 


-for heaven's sake stop it!" 


He tried to take her arms from 


about him. to still her sobbing repe- 
tltio- of his name. 


Mollj tried to pity her — she was 


so cheaply 
pathetically gotten 


up for e'fect, so obviously 
of the 


theater. EO evidently the 
desperate 
„ 
_ . 
,„ 
. 
woman who throws her whole 
life 


8(1?^ 
M iau"e 
f 
WtT,Vvpr 
a 
c 
nnn To '"l< one ^hing-and sees it leaving 
800 S. Melcalf-st. 
have 
gone, to 
without warning, she turned 
Omaha and 
Denver, 
where they 
Mn|lv- 


will spend 
the 
remainder of the upon Molly' 


summer. 


<> ^ O 


Mrs. A. L. Richmond and Mrs. B. 


B. Tabler and daughter, Virginia, 
223 S. Plerce-st. have returned from 
a visit with Mrs. C. A Bookwalter 
In Indianapolis. 


•0- 
<• 
•> 


Mr. and Mrs. B. F. Thomas, 1205 


State-st, are entertaining Mr. and 
Mrs. Walter J. Thomas, 
daughter 


Frances and son Theodore, of Con- 
fitantlne, Mich., and Mr and Mrs. 
Alvan Thomas, son Glen and daugh- 
ter Avis, of Kalamazoo, Mich. 


•0- 
«• 
<• 


The 
Misses Geitrude Boose and 


Betty Laughlin will 
entertain 
at 


bridge at Miss BOOBO'S home, 1209 
W. Maiket-st, Friday afteinoon, as 
a courtesy to Miss Bess Sharpley. 
bride-elect of next Wednesday. 


HOSTESS GOWNS 


Hostess gowns are new in name, 


at least 
They aie located sartori- 


ally somewhere between thu negligee 
and the dinner frock. 
They are on 


long sweeping lines and have a cer- 
tain attractive, sketchy effect. 


NEW HATS 


At Lennox, the fashionable water- 


Ing place. It is said that fully 50 per 


Vera Fisher, 050 S Ell/iibeth- [cent of the women have bobbed hair 


£>t. left Monday for Dayton, 
where hold in place by a bandeau. 
Few 


she 
will 
spend a lew days 
with hats are seen, 


friends. 


•0 
<• 
•> 


Miss Clara Herr, Los AnRplcs, Is 


spending 
a few weeks with 
Miss 


Anna Klein, 014 W. Wayne-st. 


Members of the Ncedlecraft club 


nnd their husbands enjoyed a wein- 
or roast at the homo of Mr. and .Mrs. 
Jack Bluster, ne.ir Fort Jennings, 
Monday evening. 
Tho trip to that 


place 
was 
made In 
automobiles. 


Twelve couples composed the party, 


of the downpour of rain, 


wcro roasted over a large 


iron in the Sluf,ser home. The trip 
bnck to the city was made alter tho 
wind 
and lain had ceased, in 
the 


glow of a bright harvest moon. 


•0 
-0 
<• 


sir and Mrs. Ira Wagner, 918 W. 


SpiniK-st, have returned from Day- 
ton, whore they viiitcd over Sunday. 


Mrs. 
Maude Matthews and chil- 


dren and Mrs. Sarah Simon, 138 N. 
Charles-st. have 
gone 
to Buckeye 


Lake, near Columbus, for a stay of 
two weeks. 


"Q" 
^* 
Q" 


Mr. and Mrs. W. L. Allgire and 


young daughter, 
315 
Lincoln-av, 


will spcntl the remainder o£ tho sum- 
mnr at Green Lake, Mich., leaving 
this week. 


Mrs. John Iholts of the Mullenhour 


apta, 1-ist Tuesday for an extended 
western trip, expecting 
to remain 


away until fall. 


The Woman's Home 
Missionary 


society of Grace M. E. church will 
meet in. tho parlors of the church 
Wednesday at 2 p. m 


O 
-0 
O- 


Mrs. Harrison Leffler and sons 


of Marion, are ilsiting Mrs. Lefller's 
father, J. 
A. 
Umbaugh, 
720 W 


Kibby-st. 


Mr. and Mrs. C. E. Strawbrldge 


S36 W. 
High-st, 
accompanied b> 


Miss June Umbaugh, Lima, and Mis: 
Florence Lutz, Ada. attended meet- 
ings on Sunday which are being con- 
ducted In Winona LaUe, Ind.. by the 
Rev. Billy Sunday and his party 


METALS 


Silver and gold in any lace or solid 


cloth are strongly recommended for 
fall use. 
Often ths lace lb used over 


colored satlnt. and crepes. 


MO 
Uo 


Over 25 Dozen in Lot 


Ages 2 to 6 Years 


A. Look Into Our Window Will Co.w'mce Yon 


LEARN A WORD A DAY 
r 


QUA f S word is ANTI- 


DOTE. 


It's pronounced an- 


ti-dot, with accent on tho first 
syllable. The a and i are short 
and the o long. 


It Is most commonly used as 


a noun, and 
means remedy 


for poison or other evil 
As a 


noun, it is used with "against," 
"for," or "to." 
But it may 


also be a transitive verb, thus 
"Pie could not antidote the poi- 
son." 


It comes from the Latin an- 


tidotum, 
derived 
from 
the 


Greek "given against." 


It's used like this: "Repub- 


lics are the antidotes for op- 
pression." 


You doll-faced little thief, 
how 


dare you try to steal him from me! 
It's I he loves. ' It's I he promised 
to share his life with — success — New 
York— Llondon — the lights—" 
so thrilled her from Don's lips, the 
promise she thought she alone had 
inspired. 
Ouru « stragglers from the sta- 
n platform were closing Jn upon 


them, staring. 
Don Manning, 
hero 


of many a dramatic scene, cut no 
heroic 
one in this. 
Despite 
the 


handicap, his actor's instinct ruled. 


"Molly!" 
His voice was tense and 


low. 
He bent toward her with the 


glow of sincerity in 
his 
handsome 


face. 


"Oh. Molly, every -word I've said 


to you came from my heart. 
I have 


every right to love you. 
What 1 


feel 
he/e — " 
he 
touched 
h.'s 


bieast — "1 can control no more than 
tha lightning. 
You are 
all that 


counts In rny life. 


"You may despise roc, Molly. You 


— you may hate me, Leila. But love 
cannot be controlled. Molly — oh, mj 
dear, what are 
you going 
to do 


•with me!" 


i.fiih 
haoV 
drawn 
apart. 
Her 


breath came pantingly. 
In her eyes 


was fear that knew no words. 
Her 


glance was darting to left, to right. 
ike a haunted animal, stricken and 
desperate 


Don wa~. too absorbed in Molly to 


notice* 
Mollv's face was turned in 


wretched humiliation away from the 
crov;d. 
Tht Pittsburg Express rumbled In 


the distance — closer, louder. 
Leila 


seemed for an instant petrified, as 
the engine's Brilliance blazed in her 
white face. 
Then it was as if it 


lourhec1 off some spring of madness 
in her. 
Without a cry she 
hacked 
away 


from Don and Molly, her eyes wildly 
intense upon Don's. 
Then, with a 


trenzled scream and the speed of a 
terrified creature she turned and ran 
toward, the oncoming locomotive. 


Tender Chuck 8te»k, U, 


Buehler'a. 126 E. High. 


VICTOR 
Victrolas and 


Records 


PORTABLE 
VICTROLAS 
ON DISPLAY 


Rowlands 


NORTHWEST CORNER 


PUBLIC 
SQUARE 


WITH A 
FRENZIED 
SCREAM 


SHE 
TURNED AND RAN 
TO- 


WARD THE ONCOMING LOCOMO- 


It was Molly's voice that pierced 


the air: 


•Oh, mv God, Don! 
Save 
her! 


And she bent her face in her hands. 


(To Be Continued) 


(Copyright. 1922) 


STRING BEAN 
"String bean" 
trimming 
doesn't 


sound intriguing, but it Is being used 
extensively on coats and wraps of 
silk. 
It consists of little ornaments 


which look very much like the hum- 
ble vegetable after which they are 
named. They are arranged in a ruff 
effect about the neck. 


To Your Door 
In addition to being of extra 


quality. Federal bread, rolls, cake 
and pies will 
be 
delivered 
to 


your door every day at no extra 
charge. 


Just Phone Main 2243 
Federal Bakery 


SPECIAL^ 


Wednesday, 


Thursday 


and Friday 


Smoked 
Elbkin 
$3.45 


Women's 


Sport 
Oxfords 


Vacation 


To have a good time— 


Have a Good Time Piece 


Hughes & Son 


Jewelers 


HATS 
Paris predicts 
hats will become 


much larger—that being the natu . 
development when skirts are long. 
But If skirta in America stay short, 
as they threaten to, It Is a natural 
coneluusion that hats he:e will re- 
main small. 


LOOK LIKE SUCCESS 


Keep That 


Suits Pressed 


50 Cents 


WEINFELD'S FAULTLESS 
MAIN 4747 


We Call Everywhere 


Women's Black and Tan Kid 


Oxfords low and 
military heels . . 


Women's Patent 


Sandals 


Women's Brown 


Sandals 


$2.45 
$1.85 


Women's White Canvas Ox. 


fords and Strap Slippers — 
Military 
heels 


Women's 
White 


Oxfords— 
low heels . . . . 


C an vej 
.$1.50 


Women's White U. S. Regen 


Keds, high and 
military heels,... 


Children's and Misses' Whit 


Canvas Oxfords and Strap 
Slippers, all sizes 
up to 2 


Children's Scuffers, 


sizes 5 to 11... 


Children's Patent Sandals — 
size8 
$1.65 


$108 


48 Public Square 
•» 


*^^*«^H3 


221 


N. Main 


St. 


"Lima's Store of Specialty Shops 


Closing Out Sale o 


Men's Sox and Pajamas 
•r 


A Special Feature of our Semi-Anniial Clearance Sale 


In order io more extensively feature women's hosiery and underwear, 
we find it necessary to discontinue the sale of men's sox and pajamas. 


Lisle Sox 


Men's lisle ana 
mercerized 
cotton hose 
in 
black, white, 
cordovan and navy. 
29c anil 
330 Value. 


19c 


Silk Sox 


Men's heavy 
silk 
hose 
In 


"Gordon" 
and 
other 
good 
brands. Plain and drop stitph- 
ed in all good colors. S1.-5 
Values, 


85c 


Pajamas 


Men's good quality two-piece 
pajamas in various good colors. 
92.50 nnd $2,03 Values. 


$1.85 


Lisle Sox 


Men's fine lisle and mercer- 


ized sox in tho famous "Hole- 
proof" 
and 
"Buster 
Brown" 


makes. 
Black, cordovan and 


white. 
3Bc values. 
28c 


Silk Sox 


Men's pure silk 
hose with 
fancy silk clox in white, black, 
ponsea. navy, and 
cordovan. 
$1.05 Values. * 


$U5 


Night Robes 


Men's white 
cambric 
night 
robes trimmed, with white and 
colored 
braid 
Button 
front 
style. 
$1.50 Value. 
$1.15 


Silk Sox 


Men's all silk and silk faced 


sox in plain 
and novelty ef- 


fects, all good colors. 
Values 


up to 80c. 


40c 


Silk Sox 


Men's good heavy silk sox in 
all desirable colors—They have 
silk clox and are full fashion- 
ed. $2.00 value. 


$U5 


Pajamas 


Men's two-piece pajamas in 
many good colors. 
$3.50 and 
$3.98 Values. 


$2.35 


Silk Sox 


Men's pure silk and fine silk 
faced sox in 
plain 
and drop 
stitch 
effects—many 
desirable 
colors. Sac and 89c values. 


65 c 


"Onyx" Sox 


Men's very 
heavy 
all sHfe 


"Onyx" hose, 
full fc«shl°"nn 
with 
"Pointex" heels. 
*-»-uu 


Value. 


$1.85 j 


Night Robes 


Men's 
white 
muslin 
gowns in plain slip-over 
$1.25 
Value. 
95c 


Men's Pajamas 


Men's 
two-piece 
pajamas 


a good assortment of colors 
$::.08 (o $5.00 Vnlucs. 
3.35 


Men's Night Robes 


Men's fine cambric 


In button front and slip-over 
styles, trimmed with white 
and 
colored 
hrald—$1.75 


find $1.08 Vnliies. 
;$1.35 


Men's Pajamas 


Men's two-piece 
pajamas 


of Scco silk In pink or blue. 
$8.05 Values. 
$5.85 


KWSPAPLRl 
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THE LIMA NEWS 


SCARAMOUCHE 


-By BAFAEL 


n(iaucd From Our tart 
- t Jor a second was Andre-Louis 


1 r any delusion as to the man's 
berate purpose, nor were those 
, stcod near him, -who made a 
'ted and Ineffectual attempt to 
„ about him.' He was grievously 
^pointed. It was not Chabrillane 
bad been expecting. 
iut if Chabrillane was the man 
ointed to deal with Wm, he 
ild make the best of it. 
I think you are yushing against 
-nonsieur," he said, very civilly, 
witli elbow and shoulder he 


ist M. de Chabrillane back into 
rain. 
0,p. for all his slenderness, his 
iuous daily sword-practlca had 


Andre-Louis an arm of iron. 


"he threw his weight into the 
st. His assailant reeled back- 
d a few steps and then his heel 
cfc a baulk of timber left on the 
md by some workmen 
that 


ning. and he sat down suddenly 
he mud. 
roar of laughter rose from all 
»,t«eRSp<i the fine gentleman's 
rial!" He 
rose, mud-hespat- 


d in a fuiy, and in that fury 
me at Andre-Louis. 
You shall meet me for this!" he 
tiered. "I shall kill you for it." 
Whenever >ou please, monsieur. 
foi you to say when it will suit 
- convenience to bill me. I think 


•aas 
the intention' you an- 


jced, was it not?" Andre-Louis 
suavity itself. 
romonow morning in the Bols. 
iaps you TV ill hnng a friend." 
:eitainlv, monsieur. Tomorrow 
ning: then 
I hope 
we 
shall 


i fair weather. 
I 
detest 
the 


habrlllane looked at 
him al- 


t 
xuth 
amazement. Andre- 


Is smilPd pleasantly. 
Don't Ipt me detain jou now 
sieur 
We 
nuite 
understand 


other 
I shall be in the Bois 


me o'clock tomoriow morning." 
i the morning, when the Assem- 
met. Urn piste •was vacant, and 
>as N de Clubullane's. 
Gloom 


resentment sat upon the mem- 
oE the 'Hind, and biought a 


3 than usually aciid note into 
r debates. They disapproved of 
rashno-is ot the new lecruit to 
' bodv. 
Some 
openly con- 


ned his lark o£ circumspection. 
r (f\\— and those only the little 
p in Le Chapelier's confidence 
er expected to see him again. 
was. ihercfoie, as 
much in 


zement as jn iclief that at a 
mimics after ton they saw him 
r, calm, composed, and bland, 
thiead his ^y to his scat. The 
ker orcupjing the rostrum at 
moment — a member of the 


llpged — stopped short to stare 
ncrctlnlous dismay. 
Here was 


HhlnR that lie could not under- 
d at all. Then fiom somewhere 
ATTERN 
FOR 


TOD A Y 


40S3 


y SI MMLR FROCK FOR 


. L T H l l L FIGURES 
Jo 
The now dimities, 
and 


* a i e \ciyatltaclne for a dress 
""kind \\hiu, dlmlty Wlth a 
0 in giccn 
and 
trimming of 


eoigan.h and green bias bands 
>e poiti,\ocl 
The sleeve puffs 


be om,ttc.l 
The sash may be 
r^nax or nbhon 
Net or point 


"jvould Mso be pleasing for 


je Pittcrn « cut m 0 sizes: 16, 


re; -VH1" -« 19 year size 
1 
if' .MI 3:ilclsof 22 inchma- 


nti/M, 
8 a'ld puffs are made 
n h n ? '"Aerial 7-S yard of 
" 
be renuned. 
at the foot is 


on 


,lhe 


in siher. 


E . 


ber 
i 


Size- 
....... 


Department The 


ANISH 


NERVOUSNESS 


30U 


f ' 
d. for Run-Down 


Tired Out People 


" 


out- out ot 


-th 
riKht 


. to,i,v 


' 
; , • nrc n p r A » 
, » s m o o t o o 


ilo,n fr.,1,^ \? ?' W?ndcHo PIUs. 
r,-lri thr"c d " ™aku 
V°" fcoi 
Cntcrnri,c r,',,,^ 
c ^onay back 
ru 
Storo °" th« 


., 
'• »l««pii« „"," ""Pat'ori. 
loss of 
"«n 
Kft 
•> K "8a> or Nervous In- 


«•» Bran4 
bo 
t^f W.nrtHP. Pill", 
W»n.i-Aas; 
y on th» 
Mon«y 


"BECAUSE, MONSIEUR, YOU PREFER THE EASY VICTIM." 


a voice explained the phenomenon 
contemptuously. 


"They haven't met. Me has 


shirked it at the last moment." 


It must be so. thought all; the 


mystification ceased, and men were 
settling back into *'ieir seats 
But 


now, having reached his place, hav- 
ing heard the voice that explained 
the matter to the univeisal satis- 
faction, Andre-Louis paused before 
taking his seat. 
He felt it ln.com- 


bent upon him to re\eal the true 
fact. 
v 


"M. le President, my excuses for 


my late arrival." 
There 
\vas 
no 


necessity for this. 
It was a mere 


piece of theatricality, such as it vras 
not in Scaramouche's nature to fore- 
go. • "I have been detained by an 
engagement of pressing nature. I 
bring you alco the excuses of M. 
de Chabrillane. He, unfortunately, 
will he 
permanently absent 
from 


this Assembly in future " 


The silenc'e was complete 
Andre*- 


Louis sat down. 


CHAPTER VII 
a Nobody laughed now at 
Andre- 


Louis' flippancy. He did not intend 
that anybody should. 
He intended 


to he terrible; and he knew that the 
rnoie flippant and casual his tone, 
the more terrible would he its ef- 
fect 
He produced exactly the ef- 


fect he desired. 


When the session rose, there "were 


a dozen spadassins awaiting him in 
the vestibule. 


He paused, seeking the man he 


expected, the 
man he 
^aa most 


anxious to oblige. 
But M. de La 


Tour d'Azyr was absent from those 
eapcr ranks. This seemed to him 
odd. 
La Tour d'Azyr was Chabill- 


lane's cousin 
and 
closest 
friend. 


Suioly he should have'been among 
the lirst today. 


To Andre-Louis, since La Tour 


was riot one o£ that waiting pack, it 
mstiered little 
on that Tuesday 


moining- who should be the next. 
The next, as it happened, was tho 
young Vicomte de La Motte-Royau, 
one of the deadliest blades iu the 
group. 


On the Wednesday morning, com- 


ing again an hour or so late,to tbfe 
Assembly, Andre-Louis announced— 
in much the same terms as he had 
announced the death of Chabrlllane 
—that M. de La Motte-Koyau would 
probably not disturb the harmony ot 
the Assembly for some weeks to 
come, as4immg that he were so for- 
tunate as to recover ultimately from 
the effects of an unpleasant accident 
ivith which 
he had 
quite 
unex- 


pectedly had the misfortune to meet 
that morning. 


On Thursday he made an identical 


announcement with regard to the 
Vidame de Blavon. 
On Friday he 


told them thrt he had been delayed 
by JT. 
de Troiscantins, and then 


turning to the members of the Cote 
Drolt, and lengthening his face to a 
sympathetic giavity: 


"I am glad to inform >ou, mes- 


aieuis, that M. des Troiscantins is in 
the hands of a very competent sur- 
geon -who hopes with care to restore 
Liquid Fire 


A liquid fire to the bedbugs, romch* 


es, ants and fleas is what the new 
chemical discovery really is, al- 
though there is no damage to be 
done by using it to your springs, 
furniture or clothing. 


This new cherajca! is known M Pestar Devil* 
P. D Q. Costa 35c but these fewcenU 
will bare the power of nddini your 
houM of bedbugs. «nU, roaches and 
fleas if sou purchase P. D. Q. It IB used 
and recommended by the leading HOB 
pitals»ml Railroad Companies u «u 
•afest »nd ontckest way of riddin* thi 


pesky bfdbusi, etc. 


Special Hospital size »2^.-jn»kea flra 
P.D Q can also be purchased ia waled bottl«i 
double strength, liquid farm. 


him to your councils in a few weeks' 
time." 


The Friday ot that very 
busy 


week lound the 
vestibule 
of 't ae 


Menage empty ot 
swordmen when 


he made his leisurely and expectant 
egiess with Le Chapelier. 


"Have 
they 
had enough?" he 


wondered, addressing 
the question 


to Le Chapelier. 


Out there under the awning a 


group of gentlemen stood in earnest 
talk. Scanning tha group in a rapid 
glance, Aniie-Louls peiceived M. de 
La Tour d'Azyr amongst them. He 
tightened his lips. He must afford 
no provocation. It must be for them 
to fasten their quarrels upon him. 


Still, matters could not be 
left 


where they were, or he should have 
had all his pains for nothing Care- 
tully looking away fiom that group 
o£ gentlemen, he raised big voice so 
that his wjjrds must carry to their 
ears. 


"It begins to look as if iny fears 


of haying to spend the remainder 
of my days ia the Bois were idle " 


Out of the corner ot his eyes he 


caught the stir his words created In 
that group. Pacing slowly along be- 
tween his friends hjs lesumed- 


"But is it not remarkable that the 


assassin of Lagron should make no 
move against Lagron's successor* 
Or perhaps It 
is not 
remarkable. 


Perhaps the gentleman is prudent." 


He bad not long to wait. Came a 


quick itep behind him, aud » band 
falling upon his shoulder, spun him 
violently round. 
He was brought 


face to face with M. Uc La lour 
d'Azyr, whose 
handsome 
counte- 


nance was calm and composed, but 
whose eye» reflected something of 
the sudden blaze of passion stiuiug 
ia him. 


"You spoke of me, I think," said 


the Marquis quietly. 


"I spoke of an assassin—yes. But 


to these my friends." Andre-Louis' 
manner was no less quiet. 


''You spoke loudly enough to bo 


overheard," said the Marquis, an- 
swering the insinuation that he had 
been 
eavesdropping. 
"I 
peiceue 


that it is your aim to be offensive.'' 


"Oh. but you are mistaken, M. le 


Marquis. 
I have BO wish to be ot- 


fensive. 
But I resent having hands 


violently laid upon me. especially I 
when they are hands that I cannot 
consider clean." 
| 


The elder man's eyelids flickered 


Almost he caught himself admiring 
Andre-Louis' bearing. 
Rather, 
he 


feared that his own must suffer b> 
comparison. 
Because of this, he en- 


raged altogether, and lost contiol of 
himself. "You spoke of me as the 
assassin of Lagron. But how mucn 
better are you, M- the fencing-mas- 
ter, when you oppose yourself to 
men whose skill is as naturally in- 
ferior to your own!" 


"I oppose myself to them'" saul 


Andre-Louis in a tone of amused 


•AD\TKNTUKES OP THE TWINS- 


HERE'S WHAT HAPPENED 
TO MAN'IN-THE-MOON 


Bf OLIVE ROBERTS BARTON 


Thcic \>.is a lunnj looking hoiiHO of old bonids. 


Now, of course, my dears, you'll 


wonder V.IKMO on eailh Mr. Pt»Pt- 
about \\AS after he got pushed 
otl 


the Moon 


Well, thrtt's Mhero 
he 
i\.is—on 


eaHh. 
Not quite on it eithci, for 


after tinning 
umiKn-stccu 
somei- 


saults, the poor soul fell plump into 
the apple-lieu in Old Orchaid. 


But by the time Nancy a-id Nlik 


bad leached tha e>uth and begun to 
protest. "Ah, pardon. M. le M.u-jbeaith for him ho had gcno again 
quis; it is they who chose to "ppose 
themselves to me—'and so stupullj. 
Th.ey push me, they slap my face, 


Bo no wonrlei the people of Bright 
Meadow land and Whlspeiing loiost 
and Ripple Crock and 
even 
Old 
they tread on my toes, they call nie|0u' ud itbclf hadn't seen him 
by unpleasant names 
What if 1 am 


a fencing master? 
Must I on that 


account submit to every manner of 
ill-treatment 
from your 
bad-man- 


nered friends, 


"Comedian1" the 
Marquis con- 


temptuously 
apostrophized 
him 


"Are these men who live by the 
swoid like yourself?" 


"On the contrary, M, le Marquis. 


I have found them men who died 
by the sword with astonishing case. 
I cannot suppose that you desire to 
add yourself to their number." 


"And why, i£ you please?" La 


lour d'Azyr's lace had flawed scar- 
let before that sneer. 


"Oh," Andre-Louis raised his eye- 


brows and pursed his lips, a man 
considering. 
He delivered 
himsoll 


slowly, "Because, mon&ieur, you pie- 
fer the 
easy victim—the 
Lagions 


and Vilmorius of this woild, more 
sheep for your butchering. 
That 


is why." 


And then the Marquis stiuck him 
(Continued in Our Ke\t Issue.) 


When the Moon-^tan landed in tho 


ton blanches of the apple-trco he 
was BO sunken tifi and t>o bicntliless 
with bis gicat fall he didn't rao\e for 


minute. 
Then I'o sat vp and rubbed 
Ills 


eyes, and felt o\cr his bald head fui 
bumps <iid 
looked 


(.lollies weie toiu 


to 
see 
if nit 


Then he 
had 


time to look about and see what sort 
oC plate 1 o had landed in. 


Thoie In the ticc-top was a funny 


little house of old bonids and in the 
doorway stood a queer little follow 
with euoimous 
top-boots 
and 
a 


cpotlod hanky o nhis head. 


"Howdv.' said tho 'Hltle fellow, 


"wlicio did you corne from?" 


"Blow'" 
cried 1'eorabout indlg- 


nantlv 
-What do >ou think I am— 


a dimlPlion' 
Or a .soap-bubble? I'm 


Mr Poerabout from the Moon?" 


' Oli. then," eaid the other, ''you'ro 


like the poein, aien't you—the one 
that h.iys tho Man-in-tbe-Moott came 
tumbling down and asked the way 
to Noiwlch. 


"Well, sir, 
I'm 
Boriy 
J don't 


know where Norwich is. My name's 
Buskins and I run this little elevator 
here uu into the sky and bade. I'm 
waiting for a passenger." 


"We:.. I guess I'm it," said Mr, 


Peoi about. "1 don't wish to go to 
Norwich, I want to go back to tha 
Moon." 


(To Be Continued) 
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Children Cry 


FOR FLETCHER'S 


C A S T O R I A 


Washing 
Woodwork and Tiling 
A teaspoonful of Climalene 
to a pad of water softens the 
water and so makes unneces- 
sary the strong soaps that 
rum painted 01 varnished sui- 
fsccs. Your tiling can be 
denned perfectly with half 
the usual labor. 
In II os. and 32 at. packattti 


AT YOUR GROCER'S 


YOU CAN'T EAT ALL 
THE ICE CREAM—SO 


Just Eat the Best - 
'GRAHAM'S' 


At All Good Dealers 


For Wednesday 
A Remarkable 


*,H,H*ftfi^&ijfa»mtlpf*i*f*^^ 


It docs not pay you io 


them 
when 
such 


dresses as these can be bought 
at this price. 


221 N. 
Estb. 1887 


Tremendous Purchases at Extraordinary Price Con- 


cessions Make the Values Offered in this Sale Such as Lima 


Women Have Come to Expect from this Great Store 


Hundreds of Dresses - 


Ratines- 


Ginghams- 


Dotted Swisses- 


In all the most desir- 


able styles, all the colors " 
and combinations of the 
season, in all sizes. 


Unexcelled 


Printed Voiles- 


Organdies- 


Combinations- 


BOWELS ALL 


RIGHT NOW 


So Xerrous Couldn't Sleep tntil He 


Took Nerr-Worth 


Sometimes It is a very small thing 
that leads to very large ones In tha life 
o£ a person. 
]f some 
one had not 
dropped the circular about Ncrv-\V"orth 
into the automobile of this man he 
would \ery likely still be suffering: se- 
verely from stomach and bowel trouble, 
if indeed bo had lued so Ions with sucli 
an ailment. 
Jleie H the story just at 
Mr. T. C. Br^dshaw. of Fran'Uown. i 
Md , told it- 
".My stomach and ho^el^ 
and digestive organs isere in bad shape 
and I got but little sleep an'! no reM 
and so was all worn out in tlio'movn- 
Ings. 
My 
appetite -KSS bad 
and ' 


Moated ttrril>ly with gas after 
every 
meal until I found a Ncrv-IVorth cir- 
cular In my machine. 
I went to the 
nearest drug store and sot a bottle at 
once and before I had taken it half UP 
J was bettei—soon I was well and have 
had no return of tho trouble" 
Many 
othets havn had tho «amo experience 
after they had almost given up hope of 
CVPF finding any relief. 
Most druggists 
have 
Ncrv»Worth 
and sell it at one dollai a bottle on a 
guarantee of ,money bad? if you dp not 
get encouraging results from tho first 
tiottlc 
It ia c-»peeuillv fine for dell- 


«MI« women and sickly children. Tho 
taito 1« peasant and the action whllo 
mild la unusually 
effective 
N«rv-Worth 13 sold and recommenfl- 


c<l by Hunter's 3 Stores. Ulnw: C. M 
Youns Van Wert: f}a<?ion a Drue Store. 
Un« Drug 
store. Knnton. 
Powell's 
Pharmacv. eellrfontaln*: "MlnKel'a De- 
fl»nc«; Kln» & Stalksmp 
D»lpho».— 
Adv 


Prompt and efficient 


service is assured by the 
presence of experienced 
salespeople. Do not miss 
this saving opportunity, 


vWSPAPERf 


rrUESDA'Y,:JULY'lf; 
THE LIMA NEWS 


SPORT 
CORES 


*ht pitcher curved * fast one, 
The batter took a strike. 
The catcher caught the baseball— 


SappoB* yan'e soon the Ilk*. 


Francis Ouiinct will not compete 


for the national open golt title of 
Akokie, it was announced at Bos- 
ton. 


* 
» 
* 


AHho 
the 
I'iUaliurj; 
I'lratcs 


Knocked the old theory to tho Rkie.i. 
some critics still bell^vo: "As they 
are on the 'Fourth,' so they'll fin- 
ish." 


» 
• 
» 


As fur a*, the 
Nation Iciiguo is 


concerned it looks like the 
(Jiunlts 


are in. The American League load- 
ers, the St. Louis Browns, do not 
appear so 
strong 
because 
of the 


comeback of tho erratic Yankees. 


* 
# 
* 


For ihe third limo in ;>h manj 


days, tho St. Louis Br-jwns and Bos- 
ton Rod Sox divided double 1: ulfia 
yesterday, tho 
former 
taking tluj 


first 5 to 4 in 13 innings «nd U;o 
latter Iho second •! to 3. 


* 
• 
r 


Cincinnati IK nlrcaily thinking of 


the placo tier TtedK will train next 
your. The fans down thci o e v i d e n t l y 
think they need it. 
The placo h.is 


tentatively been picked at Oilandu, 
Florida. 


» 
f 
* 


Jf tho lictli KO flood against (In- 


Brooklyn Dodpers, 
who 
opened u 


series at Cincy today, tliey li.ive a 
swell chance of breaking into l i i b t 
division. They profited much at ex- 
pense of the Chillies. 


* 
* * 


Ha was a diving' mat to v, 
And had. no one to thnnk 
Except th» old pool tender— 


The ifuy who tilled the tank. 
* 
* 
* 


Officials Of the 
t " l i i < - t u < > and New 


York American leaguo teiiniri denied 
rumois they wr r« eonteiniilailng n 
deal whereby H.ibo J i n t l i and other 
Yankees would bcconx: projieity of 
tho Sox in lelurn for Amos Strunk. 
Ktldio Collins and a big purse. 


The Ministers' Ktatu 
Anli-I'ri/.c- 


fight 
committee of 
the Christian 


church In Jersey City met ynnterrtiiy 
and took bteps to pivvent Iho honl 
between Benny Leonard 
ami Lew 


Tondler, July a?. 
* • * 


PHclicr Daiui 
FUllnglni 
of 
tin- 


Boston BnivpR wa<i tho tenth player 
from Heantown to go on tho hoH|iit;il 
list when ho (dipped yesterday at 
Chicago while fielding a roller and 
•wrenched hia right knee. 


WALTER PERRY DISPUTES JIMMY DUNN'S CLAIM 


'TUESDAY, 


Says Title 


Is Don's 
j 


BOX SCORES 


I.MMY DUNN'S claim fur Al Cor- 


hett, ills pet ,l>antam, as cham- 
pion ot Ohio, has mot with vig- 


oroii-> opposition liorn \ V n l u r 1'urcy, 
manager of Don Baxter, local hoy. 


Walter says Baxter in the oi'ly 


hoy in tho state wlio has a just l i g h t 
to the title, and will continue 
lo 


urn it uiitil Coiliett or some oth'-r 
urnin that does and <.'in make th«i 
ij.hed v,light boats ii';n under ;i 


club iind i efcr" e where decisions arc 
,iven. 


"We do not want to take any cred- 


it ftos'i {'oiijett, ,is we know )io is a 


ood hoy and gave Baxter tho liard- 
•H tight In hi-, elahri t h a t \\<> lias ever 


had, 
but \w- do claim t h a t he never 


did (k-lol }><m 
Me j.s jjglit when 


hi- M I V K that tliey niei in Toledo and 
tin1 papus gave (Jorliel t a Kliade, but 
his 11,HIM that he 
Knocked 
Baxter 


down and won hy a Knockdown is all 
vvioiij', as Don 
v\a-> r n e j i l y caught 


in Hie List lound and .sent 
to 
one 


knee 
Hi: wan up liefoie the referee 


hnd a ( h a n i e to give him a count, 


(lie iiiid'-kdown rounted only a& 


point, (he same ab tho h'j hud not 
iiii- to ins km e." I'erry h»ys. 


BOl T LOOMS 


The debate over the two bantams 


prtnldes the nucletiK 
for 
a swell 


main h» Ix'H- some time in the fu- 
ture 
'1 IIP Ohio bantomweight title 


ton Id as well bo contended here as 
•my other place in the state. Pro- 
moters who contemplate raids 
are 


foolish, it would seem, if tho op- 
portunHy is not (snapped up. 


Baxter's record is 
ns 
goorl, 
if 


not better, than Coi butt's. 
lie has 


met and defeated evej-y bantam in 
the state with the exception of Kd- 
dio O'Dowd, Sammy S.mdow's home 
is In Newport, Kv., and Tremnlno is 
a Mlthigander, only O'Dowd is left 
In the way 
A KLY'AVEIGHT? 


O'Dowd excuse so fur, Perry says, 


is thnt he- Is a flyweight and not a 
bantam and that Baxter Is too heavy 
loi him. Ho has lelused to give him 
a chance ;iml seems lo have taken the 
iiihico of Ills brother Phil 
not 
to 


niei-t Baxter, as it was by defeating 
Phil O'Dowd at Coney Island 
that 


the Lima fighter laid clnim to me 
Ohio title, the local man declared. 


Baxter did not claim tlie Buck- 


eye rhnmpinnhhip 
thru 
a 
defeat 


handed Johnny McCoy, as stated by 
Dunn, according to I'erry. 


CJNCINf. 


ISurnM, cf . . 
Dnuhrrt, tb 
Duncun. 1C . 
Hiirpor, ri'. . 
Fonat<rn, 
2I> 


Plnellll. 3h . 
Klrnmlclc, as 
" 


AH It.1 I! Sli SIJ T'O A 


Kick, p 


o 
c, 


(I 10 


Totnls 
, 


riJILA. 


I'.irkln.son, 2h 
Williams, cl1 
Walker, rr .. 
Lf>e. 
If 
Fletcher, as 
]<PHllC, Ih . . . 
J'PtorK. c .., 
Wlthrow 


•JO 11 J 3 
4 
0 21 12 
2 


ARR.in Klf S» PO A K 


Pete Donahue Is Best Big League Young Pitcher 


(By HILLY EVANS) 
» T rIlO Is the hest young pitcher 
VA/ that has broken into the Ma-, 
' ' 
tional Le,mu<> in years? 


There doesn't si-cm much doubt 


as to the answer to that qui .-tlon. 
1'cte Donahue of tlie Cincinnati Reds 
is unanimously conceded the honor. 


Three years 
ago 
Donahue 
wa* 


pitching for a small college team 
down in Texas and doing a mighty 
good job of it. 
HU fame, however, 


was little known even in his own 
state. 


Today Pete Donahue Is one of tho 


most talked about 
pitchers 
in the 


game. 
He is regarded as one of the 


rs of tho National I/'aKiie. 
Only recently Manager \IcGraw of 


the New York 
Giants 
r,j.us>ed the 


sporting spotlight to br> focused en 
the young 
collegian 
from 
Texa-,. 


Said Manager McOraw 


"If Donahue were placed on the 


market I would wilhnKly bid $100.- 
000 for him. 
II fs is tlie best young 


pitch"i t h a t h;is broken into the Na- 
tional 
League 
In 
years. 
If 
the 


(Hants h.id him tho pennant would 
lie cinched." 
A FINISHED PITCHER 


Recently while urnplting in New 


Yoik 1 humped 
into Billy Murray, 


famous .-is :< big league managei and 
scout. 
Our conversation drifted to 


lln pitching end of the game. 
We 


s'nitpd dlscuslng the lecruitB, when 
M I I i ray blurted out: 


"When you start talking ,'bcut 


'lookie' pitchers, this young follow 
Dona him of the Cincinnati club has 
them all stopped. 


"This fellow Donahue has every- 


thing, lie reminds you a bit of the 
late Addle Joss in build and deliv- 
ciy. Ho has speed, a fine curve and 


heautilul 
change 
of 
pace. 
In 


Donahue the Cincinnati 
club 
has 


another Mathewson." 
HOW HAIIUKTT LOST HIM 


Tho 
Cincinnati 
club 
acquired 


Donahue in a rather unusual man- 
ner. 
Charley Barrett, scout of the 


St. Louis Cardinals, was hot on the 
trail of Donahue for Rickey. 
Here 


is tho story Barrett tells of how he 
lost him: 


"A nice new automobile was the 


ST. MARYS LINEUP 
CHANGE RUMORED 


Extensive changes In tho lineup of 


the St. Mi'i-ys 
Athletics 


placo ,it is rumored, tor 


will take 
tho club's 


•Lenaiircuu 
rinto, 
i> .., 


Slngloton, p 


Totals ... 


i 


•LeBaurvo.iu Ivattod 
third Inning. 


7 1.1 1 0 21 13 3 


for KlriR in Uic 


Innings 
1 2 S - 1 5 G 7 8 9 
ClNflN 
1 •< 0 0 4 2 0 0 x—11 
rn i LA 
o o (i i 5 i o o o— 7 


Two-Bnso 
Hits—Pimcim, 
ll.irpcr, 


iWJngo, Leo 2, Fletcher, SliiRloton. 
Thrco-Babo 
Hits—Fonboca, 
Walker. 
Fletcher. 


Left on Hases—Cincinnati, 4- Plill.i- 
dDlplila. S. 


Double Plnys—Fonsoca . to Dnuherf 
Rapp 10 PHiMnson to Leslie; Fletcher 
to r.iiUitlMin to Leslie. 


Struck Out—By Keck, 1: hv Oillus- 
Pie. 1. by Pinto. 1; by SlnRleton. 2. 
Parsed Ball—Peters. 
Bases on B.illi—Hy Keck, 1- hy C!H- 


lp«pic. 1. hy Rli.R. l; hy Pinto,'3; by 
Slnpleton, 1. 


Wild Pitch—HiiiK-. 
Ba«o Hits,—Ofl1 Kock, ?, ol'C Oillespie, 
6; off Itnis. fi: off Singh-ton. S. 


Umpire*—O'Dav nnrt Unit 
Time of Ciamc—1:53. 


HOW THEY STAND 


National League. 
, Cluhs. 
won. Lost. 
New York 
........... 
47 
^t, 


St. Louis 
......... 
47 


ChicMuo 
............. 
it 


Brooklyn 
............ 
40 
Cincinnati 
........... 
in 


Pet. 
j » l l 
' 


.......... 
Philadelphia 
........ 
27 
Boston 
........... 
,,. 26 


32 
.if, 
ns 
;\yII 


4S 


American l.«a£rue. 
Clubs. 
Won. Lost. 


_St. Louis 
............ 
IS 
33 


New 
York 
.......... 
47 
jTi 


Chicago 
............. 
41 
ns 
Detioit 
............. 
.12 
:;'i 


AVnshniBton 
......... 
."7 
11 
Cle--eland 
........... 
sr. 
i I 


BOhlon 
........ 
. 
..... 
3,"> 
14 


Philndelphin 
........ 
31 
43 


,,"t<;o 


Pi-t 


appearance in Lima Sunday against 
Min Independents. 


Purtell, ;i KOO'I! pitcher but 
un- 


popular with «hu olhur 
players, is 


leMtned to KI> w i t h Inin.iii, :i Toledo 
backhtop. 
It is also said the out- 


tii'hl, composed of 
YeiiRer, Welser 


and Siilman, n formor Dayton 
Tri- 


angle, w i l l lie changed. 


The Infield, KlckK>. Ib; Tobin, 2b; 


Hunter, H.S ;ind Schu.ntz, ,'fb, 
i£> one 


of tho best In Mils section and 
may 


lot bo changed. 


A dra! is on to transfer one of the 


Wapakoncla 
Tied catchers, 
Dewey 


May and Ed. Garrett, to the Athlet- 
ics. 


SEVEN ADDED 


TO CLUBS 


Managers or the four clubs in the 


ima Business Men's Baseball league 


decided at a meeting Monday to per- 
mit seven new players to appear on 
he Lion and Elk lineups. .They are 
additions, for the most part, to the 
it-is of 25 elegible players certified 
by each club at the beginning of 
:he season. 


For the Lions Fred Boop, pitcher; 


Marion Burke catcher and 
Carson 


Mertz, outfielder were agreed upon. 
The Elks have added Hobart Mu- 
maugh 
catcher; 
Bill "Kruskamp," 


pitch, "Dutch" Shroeder, first base- 
man and Bruce Reynolds, outfielder. 


Approval :>y these men was made 


under a resent ruling or the league 
that the four managers hae the pow- 
er to pass on all new players who 
seek entrance into the league ranks. 


Lee Faurot of the Kiwanis and 


Clem Thompson of the Rotary have 
announced that they will make no 
additions. 
, 


A lew of the seven had been ent- 


ered on the original lists, but were 
ruled eligible bj claying profession- 
al baseball. 


Cards Edg 
Near Top 


e 


Quartet of Clubs Have Chance to 


Cop if Favorites Break 


PETE DONAHUE 


turning point in the chase for Dona- , 
"That presentation 
caused 
the 


hue. 
It seems the Cincinnati bcout , Cincinnati club to look like Santa 


learned that 
the 
iJonaluio 
l.miily Claus. 
This was followed with the 


had a longing for an automobile, lie ' offer of a nice lionus to Donahue 
was instructed to present the Dona-j for 
signing. 
'Ihose 
two 
things 


hues_\vjth one. 
j spoiled any chance the 
St. 
Louis 


~~ 
'club had of getting one of tlie gre.it- 
i est pitchers I have ever seen. 
I 


packed my grip and left for home. 


(BY BILLY EVAXS) 
T 


IE New York American League 
club was the unanimous choice 
of the experts to repeat. 
Will 


It come thru? 


The team 
has a great pitching 


staff, a strong offense and a good 
defense. 
That trio of assets should 


be enoiiRh to win. 


The New York 
club 
has 
just 


passed 
thru 
a 
very 
critical 


period of depression. 
On its 
first 


our of the \sest, tho Yankees start- 
ed in finij style by winning three 
straight from Chicago. 
Then came 


tho big slump. 


FOUR RACES TODAY 


AT FT. MIAMI 


TOLEDO.—With four races on to- 


day's Grand Circuit card at Foil Ml- 
aml, including 
the Tecumseh 
ana 


Sherwood strike, events in addition lo 
two unfinished on account of yester- 
day's storm, the competition was to 
bo started nt 1 o'clock. 


1 4acksou Grattan ruled favorite In 


the 2:07 pace as the result of his 
win at North Randall hist woqk but 
ho had 
11 ten-siring field lined up 


against him. 


Tho Laurel Hall was expected to 


carry the bulk of the money in the 
Tecumseh 
2:12 trot 
and 
Almu 


Worth tho choice in the Sherwood 
slake for three year 
old trotters. 


Tho 2:tS pace had eleven starters 
named. 


Club* American Association. 


\\-i.n. 
1 o 
....... . , 


St. Paul 
............ 
4< 


Minneapolis 
.......... 
Ki 


MP.T\^ukeo 
.......... 
JG 


Louisville 
........... 
42 
Kansas nty 
.......... 
r>S 


('olurnl)Us 
............ 
i"> 
Toledo 
............. 
20 


.|3 
411 
19 


SUZANNE'S TITLE 
NOT QUESTIONED 


Mile. Suzanne Lenglen so decisively 


and oomincingly defeated Mrs. Mol- 


•Jjl',' la M.illory in the 
British national 


[j-,0 I tennis championships Saturday that 
'.4 is | her rinht to Uio title 
of world's 


•""'championship cannot be disputed. 


When she is on familiar courts, 


on her real game, the French girl is 
the gre.U^st plaver in the world. She 
knows more of tennis and can do 
more than any other player in 
the 


much too strong an aggregation to 
be used as a dooimat by clubs much 
inferior. 


Possibly there Is an inside reason 


That auto was just 
to the Donahues." 


like Christmas 


LYNCH LIFTS 
BANTAM HALO 


NEWVYORK.—Joe Lynch, cool and 


calculating, held out a good left arm 
last night 
and permitted 
Johnny 


Buff to knock off his own 
crown, 


the bantamweight championship ot 
the world. 


It was apparent 
in 
the 
early 


rounds when Buff found himself un- 
able to land the devastating short 
blows to the ribs that it was one of 
those rare occasions where an ex- 
champion "conies back." 


Bulf landed 
comparatively 
few 


blows and missed otten. 
His one 


hope was a knockout, but his swings 
were tar wide 
He had weakened 


so perceptibly that Lynch sent him 
crashing to the floor when they flew 
together in the 14 round. 


SIIAI1E LICKEO 


ALBANY — Tommy 
Robson 


leading New York 
a result of another devastate " 
tack by Rogers Hornsby and 
bat. 
The 
great second 


twenty-second homer 
Of the 


with 
two 
on bases, clinch^ 


Cardinals' seventh straight and 
taa row over the Brooklyn 


, 


The Giants, after coming C|ose, 


a league record by pummeline fh, 
Pittsburgh twirlers lor 2S hi", 
a' 19-2 victory in the first li°?s 
lost a 5-4 decision to the PirauTTi 
the second contest. 
Ths s- 
E 


achievement of the winners 
first 
game is one better t"haiT 


American League mark held i 
ly by Detroit and PhiladiilpiV 
is eight less than the old Xati 
League record, set by Fhilade 
against Louisville in 1894 and tlZ 
beow 
the mark estabshej by t? 


Giants in 1901 against Cincinnati 
CUBS' FIFTH 
1L 


The Chicago Cubs took their fifik 
straight 
from 
Boston. 
4-0 
~J 


strengthened 
their hold on ' tt|tj 


place 
as 
Brooklyn continued i'i 
slump. 
"" 


Two records almost unique jn ^ 


annals 
of 
the game marked 
De- 


troit's 6-2 triumph over Washlnt 
ton. 
Each of tbe ten Tigers in the 


lineup registered one hit while the 
Washington outfield scored only j 
single putout. 


St. Louis was unable in gain on 


the 
Yankees 
who were idle, the 


Browns dividing their thud s.traigh 
donbe-header with Roston, takln« 
the 
first 
in 13 innings, 5-4, gnj 


dropping 
the second, i-i. i^r, 


dentally, five of the six games hang 
been decided by a single ruu. The' 
leaders start an important 
script 


with New York today with a ra.irgin 
of a game and a halt at the fop, 


Harris 
twirled tho Athk-tics' to 


victory 
over 
tho White Sox 5-2 


while 
Cincinnati won a 
sluggbj 


match from the Phillies, 11-7. 


of I 
SHANNON BEATS MAUS 


COLUMBUS — Eddie 
Shannon, 


Boston, won {.he judges' decision | lightweight, won judges' rtedsioa 
over George Shade, 
Pacific 


middleweight in 12 rounds. 


Coast i over K. O. Mars, Cincinnati, In j 


112 round bout. 


After losing the final game to the win the pennant. 


White Sox, an even split was 
the 


best the Yankees could do In 
St j 


Louis. Then came a real Jolt at tho j 
hands cf the Detroit Tigers, 
the i 


losing 
of 
four 
straight. 
An even! 


split fol'owed in tbe four gam^s ?t | 
Cleveland. 
" 
) 


Thus the best the Yankees did on 1 


for the slump of the Yankees that 
has not been made public. 
Possibly 


the spirit and morale of the club ia 
such that it may not get hack into 
its pennant winning stride. I rather j 
doubt it. 


However, should the Yankees fail 


to run true to form and stay out in 
front, the present campaign in the 
American Lea-gue is made to order 
for some dark horse to slip in and 


the first invasion of the west was to 
win seven and lose nine games, a 
rather poor showing. 


Then cann a five-game series with 


the Boston Red Sox. It was be- 
lieved this series would 
start 
the 


Yankees on the right load, as 
tbe 


Rostcnians had been going poorly. 
Again the Yankees failed, by losing 
four out of five. 


The series that followed with the 


Athletics Ins helped right the club, 
and possibly has got Ruth into his 
stride. 


The Yankees are centaiuly due to 


braco and hit their stride, 
it 
Is 


St. Louis, ot course, 
is 
a 
close 


second clio'ce to the Yankees, but 
the strength of Washington, Chi- 
cago, Cleveland and Detroit 
is so 


nearly even that any one of 
the 


quartet has an 
excellent 
chance 


should either of the two favorites, 
New York or St. Louis, break. 


Any of six clubs in the American 


League that gets consistent pitch- 
ing has a chance. 


..BASEBALL'S BIGGEST BOXES- 


Pot 
.«-!.: 
.r,ns 


.41) 
.1,17 
.HI 
..ii>b 


YESTERDAY'S RESULTS 


National Ijeaffue. 


Cincinnati 11. Philadelphia 7. 
Chio.itfo |. Boston 0. 


(Fir.si t;«me>. 


Xow Voik 10; Pittsharsh 2. 


Mrs. 
Mallory has been reported ns 


suggesting that her opponent come 
to the United States for tbe Amer- 
ican championships this summer. 


it is considered very unlikely that 


Si>z:inno will ever 
come 
back 
to 


America, to piny after her unfavor- 
hle experience hero Inst summer. 


St t-burKii ,'j. NPW York 4. 


Louis 4: itiookyn j, 


American Lenffuo. 
(First (,!,ine). 


Kt Loins :,. p.oslon 4. 
H3 Inninps) 
iSecor.ii r,.mu>>. 
Boston 4; st, KotiKi 3. 
Philadelphia S, rhlcafio 2 
Detioit fi, Washington 2. 


American .iVEsocl.itlou. 
St. Paul .s, Kansas Pity _, 
InrlMnnnolis i*s. Columbus fi. 
J.nulsullo 6; Toledo 4 
Milwaukee, Minneapolis, ruin. 


GAWIESlODAY 
National Iieagne. 


Brooklyn al Cincinnati. 
New York at chlc.iRo. 
Boston at Pittsburgh. 
Philadelphia at St. Loxils. 


American x,eagno. 


Chlc.ipro at Washington. 
Cleveland at Hostori 
tietrolt at Philadelphia. 
SI. Louis at Now ork. 


American Association. 
Toledo at Louisville. 
rohimbim at Tndlannpolls. 
fit. Paul (It Knnsan City. 
Minneapolis at 


NEW WATER MARKS 


SAN FRANCISCO — Two 
new 


world's 
&\\iminiiiK 
lecords 
wero 


.\rittcn yesterday by the Pacific as- 
sociation, 
under 
\\hoso 
auspices 


lohnny 
\Velhmuller, 
the 
Illinois 


Athletic Club prodiKv swam 100 me- 
ors free stylo in ">S 3-5 seconds in 
ind 75 >auls back stroke In 49 4-5 
seconds in a tank at Alamcda. Calif., 
yesterday. 


WIN MIXED nounucs 


WIMBUCDON, 
England — 
In 


ml\ed doubles hose* yesterday. Pat 
O'Hara Wood, Australia, and Mile 
Suzanne l^englcn, the woman singles 
ohampinn, defeated 
Dean 
Miithey 


and Mrs. IMolla 
Mnllorv, 
United 


States, C>-2 and 
fi-l. 


Fred Merkle's Blunder, 


Most Costly Ever Made 


M.VKTIX WINS DECISION 


nqsTON 
— 
Vincent 
"Peper" 


Martin, 
Brooklyn 
featherwo'.Rht. 


won decision over Geno Dclmont of 
Momphl/ 


Sl'ALLY failure to follow some 


simple rule of baseball pro- 
duces the worst kind of bone- 


liead plays on the ball field. 


Ninety-nine times out of a hun- 


dred, the failure to properly com- 
plete the play, is not due to lack ot 


nowledge, but rather to sheer ca're- 


lossness on the part of some player. 


Failure to touch a base is the 


easiest way to create a bonehead 
play. 
As long as baseball ia played 


players will continue to fail to touch 
the bases. 


If such failure 
does 
not prove 


costly, the omission 
is 
soon for- 


gotten. 
Otherwise 
the 
careless 


player goes down in history in the 
list.of "boneheads." 


In all probability tlie most costly 


failure to touch a base is charged 
to Fred Merkle. 


Chicago was playing Now York. 


It was the ninth Inning, the score 
was tied, two were out, and run- 
ners were on first and third. Merkle 
then 
playing 
first 
base 
for 
the 


Giants, was the runner on first. 


Tho batsman hit cleanly to the 


outfield, and 
tho 
runner 
jogged 


across the plate with what was ap- 
parently the deciding run. Merkle, 
on fiist, ran within a few feet of 
second, and seeing the runner hart 
crossed the pl.ite, dashed for the 
club house. 


Johnny Evers, playing second for 


Chicago, called for the ball, which 
was thrown to him toy Hoffman. In 
tho meantime the crowd was surg- 
ing on the field. Eevera touched sec- 
ond and Merklo was called out. His 
failure to touch 
the bag, simply 


mndo a force play at second. 


This retired tho side and tho rules 


state no runs can score on a play 
in which the third out is a force 
play. 
That erased the run that ap- 


parently had won the game. 


The game was never finished, as 


it ended In a tie score. 
New York 


and Chicago tied in the 
pennant 


race that year. 
It was necessary to 


play an extra game to decided the 
championship. 
Chicago 
won 
the 


game and the right to play in the 
series. 


Merkle's "bone" was the costliest 


over made. 
Had he- touched second 


tho Giants 
would 
have 
won the 


pennant. 
The owners would have 


realized a small fortune and each 
player a fancy figure. 


fiUKB SUCCESSFUL 


PHILADELPHIA — Hany Greb, 


ot Pittsburgh, successfully defended 
his light heavyweight 
title 
in an 


eight 
round 
bout 
with 
Tommy 


Loughran, 
Philadelphia 
middle- 


weight. 


IF YOU 
CAN'T GET 
WARM 
WATER 


o4*O -f^ ((Tl C 
LdLQULo 


1ST and foremost, because it wears longer, 


' because it looks better, and because, mileage 


considered, it costs less than any other tire at 
any price. 
It is the pioneer cord tire^l 
It established the use of cord tires in America, 
Its makers developed and proved every advance 
in cord tire construction. 
It has always held the leadership. 
It won its position by its quality. 
It is not merely a "osrd tire." It carries with 
it all the meaning associated with the words 
"Goodrich Silvertown Cord." ' 
! 
,The Silvertown safety tread not only guards 
against accidents but adds to the miles and wear 
in the tire. 
It has in it all the good faith, good will and good 
workmanship of Goodrich. 
You can get it in any size, from 30 x 31A up—- 
and each and every Silvertown is the same 
quality throughout. 


5Tour Goodrich dealer will supply you now. 


THE B. F. GOODRICH RUBBER COMPANY 


. Akron, Ohio 


Goodrich 


Buy your tires where you see this Goodrich Tire 
sign. It means satisfaction in every transaction. 


TUBES 
ACCESSORIES 
SILVERTOWN CORDS 


Tief s Tire Shop 


Dealer in Goodrich Tires and Tubes 


211 North Elizabeth St. 


VSPAFERf 


ESDAY.JVLY -IT. 
THE LIMA rst\v3, 
PAGE THIRTEEN : 


ON FRANCHISE 


.1 Conference on Rail Draft 
This Week, Bingham Says 


;.MAN CARS ARE PLANNED 


itity of Interests Not Dis- 


closed by Cable 


nal conferences on the proposed 


>t railway franchise 
will 
be 


within the next few days, C. A. 
ham city manager, informed D. 
able,'representing street railway 
ests. Tuesday. 
na! draft of the proposed Iran- 


> mil be worked out and 
the 


:es represented by Cable told 
[the city will erpect of them, 
Jfi few'minor details are still 
e -worked oat and it is believed 
can be cleared up at one con- 
nee 
Mam details of the fran- 


3 have been decided upon. 


*oon as the measure has been 


rmally agreed upor^ the street 
rav interests, 
who 
have 
not 


named to date, will tncorpor- 


tbeir company and make a for- 
bid for the franchise, Cable 


E IN PROSPECT 
- 
is understood that negotiations 
under way for 
the sale of 


Ohio Electric property, but that 
deal will not be effective until a 
.factory franchise is assured, he 


s it now stands the company will 
required to spend $200,000 
in 


lildmg the lines and in the pur- 
,e a large number of one-man 


These requirements must be 


ted immediately after the fran- 
e is granted, as now planned. 
aies will be kept at the present 
1 of seven cents cash or nine, 
ets tor 50 cents. 
Should 
the 


panv earn more than eight per 


al'thlfc rate the fares may be 


eied, the proposed franchise pro- 


le'n interested in the purchase of 
Lima plant believe they can op- 
e the property at a profit if mod- 
ed.uipment is installed. Cable 
es" At the present time it is op- 
ting at a heavy loss, he said. 


Reporter Locates Podunk For 


Lima Postoffice€(Nixie 
Man3 


•ikers Declare Defective Equip- 


ment Used by Railroads 


COLUMBUS —(United 
Press) — 


rikrag railroad shopmen declared 
e\ uould protest use of defective 
impment here today. 
Chairman Charles L. Smith 
of 


e N &. W. will maite a 
formal 


mplalnt to the district attorney, 


6,11(1. 
H T Hamilton, chairman of the 
ockmg Va'k'v shopman, issued a 
irnmg against travelling on trains 
irfer the present system of opera- 
on 
Smith asserted tliat 
In 
usirg 


rmpment 
with "so little 
care," 


e roadb arc violating the 
inter- 


ate commerce comnustion's safe- 
rules 
Ofhcials of the various roads op- 
atmg in Ohio, however, were vin- 
ous in then denials tiat the strike 
id m any way lowered the factor 
safety. 
Smith cl.umod to have ihe num- 
rs of tr.o o»s •'es rh;it were sent 
it o\er the N X- W. today with 
fectne air hrakes. 


)VERNMENT WILL AID 
CiTY IN HUMMING DOWN 


TERRORISTS AT AKRON 


AKRON—(United 
Press).—The 


u'cd States government will join 
e chase 
of alleged bootleggers, 


10 have written threatening let- 
rs to \kron prohibition entorce- 
'" officers, it was indicated here 
3ay. 
• 
master Nelson Sparks 
asked 


' "opirs of the threats 
which 


're sent thru the mails, be given 
m so ho mcy assign a postal in- 
cctor to trace them. 
Meantime, the "reign of terror" 
sm*r officials by alleged bootleg- 
rs \.il! be met by further raids un- 


<" the direction oj vice squads, au- 
onties said 
This announcement 
followed a 


eetmg of Lieutenant Frank Mc- 
">re whose home was wrecked'by 
"Bbs, Mayor D. C. Rybolt, who has 
ceived several threatening "black- 
!?d' letters' 
and Chief of Police 


It's in Massachusetts, Alright; 


* 'Cause Map Says So 


MAIL CLERK 
GIVES IT UP 


Slabtown and Lock Two Puz- 


zlers for Mail Handlers 


"What's that?" demanded a clerk at 
the stamp window of the Lima post- 
office, all attention, when a patron an- 
nounced that he wanted to send a let- 
ter to Podunk. 
"Podunk?" he repeated, as if unwil- 


ling- to believe that he iiad heard. 


"Yep," responded the inquirer, who 


was none other than a bold newspaper 
reporter. 
i 


"What are you doing, kidding some- 


one with old vaudeville stuff? I sup- 
pose you heard of that town in a thea- 
ter or a funny paper," said the clerk. 


"No, now Mr. Clerk, come on, tell 


me where it is. I'm really in earnest 
and the boss wants to know." 
CLERK IS SKEPTICAL 
"Well, if that's the case I'll look'it 


up, but I don't believe there is such a 
place." 
• 


So the clerk went back and thumbed 


over the lists, which include all the 
favorite vaudeville wheezes such as 
Hackensack, Kalamazoo, Ishpeming, 
Oskosh and the rest of those odd- 
named hamlets. 


He returned to the counter. 
"There's no such place and I don't 
care what your boss says. It isn't in 
the book" quoth the clerk. 
"Well, if it isn't there, you've got to 
find it some place for me, because 
when a reporter is sent out to find 
something, the popular belief is he's 
just got to find it, that's all. Now find 
me a Podunk in a hurry." 


Then the clerk turned to the last re- 
sort and shouted to the "nixie man" of 
the postoffice, who gets all the tough 
addresses to decipher. He lent an ear. 
"This fellow wants one Podunk, rare. 


Can't you find him one?" 
The "nixie" lived up to his title and 


declared that the postoffice was just 
out of Po dunks. 
. 


Then the reporter sprang his coup. 


He produced a map and an article tell- 
ing all about the famous town of Po- 
dunk in Massachusetts, a hamlet of 
200 people, in Worcester-co. It is 257 
years old. Further information was 
to the effect that it is near East Brook- 
field, Mass. 
SLABTOWN, TOO 
"0, that's it," said the clerk. "It 
must be like Slab Town. Mail intend- 
ed for Slabtown comes to Lima. Mail 
for Lock Two goes to New Bremen. 
'Soect Podunk gets its mail in East 
Brookfield." 


Then the reporter told the clerk that 


Podunk, according to the historians, is 
Indian for "burning meadow," the 
place where Indians burned their vic- 
tims at the stake. 


The reporter wanted to drop a pic- 
ture postal of Lima's new garbage dis- 
posal plant to Mr. Drake, the grocer, 
telephone operator, police and fire 
chief end overseer of the poor for Po- 
dunk, Mass., who might be interested 
in plans. 
, 
"Mail it," urged the clerk, "put on 


directions and we'll try to get it there 
somehow." 


NABHOLTZ IS SEVENTH 


IN QUALIFYING ROUND 


Larry Nabholtz, the professional 


at Shawnee country club, was sev 
enth In the qualifying rounds ol th» 
National Open golf tourney yestet 
day 
being held in Chicago. 
He 


garding his play the Tribune said 
"Larry 
Nabholtz. o! Lima, 
ws- 


somewhat of a. surprise. He Is coir* 
paratlv-ely unknown, but nhot tn 
consistent 
rounds in 88 and 
3' 
with no freaks nor eagles. "Hute!' 
Ison, 
Brady, 
Barnes, 
MItchc-i 


Creavey and Kirkwood were the o:' 
ly ones making a better ecore th ,- 
Larry who was 12 placa» higher i:» 
In the score than Chick Evans lihu 
self. 
- - 
' 


CLEMENTS ASKS ROAD 


WORK BE SPEEDED UP 


Speeding up construction of 28% 


miles of state aid roads in Allen-co 
was the object of a meeting held be- 
tween G. F. Clements division, en- 
gineer and 10 inspectors held in the 
highway offices. Domestic building, 
Monday night. 
The meeting was an initial con- 


ference to iron out difficulties which 
may arise in pushing the program 
thru. 
Meetings will be held on the third 


and fourth Monday of each month. 
Clements told his inspectors to lay 
any problems they cannot solve be- 
fore him at the conferences- 


CHARGE 


S—A quart of illicit liq- 


• was found at the home of Perdi- 
ina vanArcher when police raided 
ie place 
VanArcher pleaded not 


-P , 0^possession and was bound 
100 -^ Allen-co Brand jury in 
oh 7 s 1S the third time Va»- 
'cper has been arrested for viola- 
on of liquor laws. 


T0 
. 


w 
Prance has decided to 


11 , 
r 
J 
experts at Tn« Hague un- 
» the end of the conference on RUB- 


off,, ,rs there' U was announced 
11 official circles today. 


B»k, u 
„ VR 
L" probab'y be called with- 


Juern,-. °"rs '° appear before 
the 


'ati»» v, a court whicb is investl- 
« «f . * recent kidnapPing. 
Ar- 
ai 5 
e tormer American ofttc- 


hat L ' e3*e<;«d but it is said 
n ,ne f,?8.y be reQ«ested to assist 
3iela!kf ? 
work of 
investigation 


° 
makiDf 
r e a 


BILLARD FACES CHARGE 


OF ILLEGAL "JAKE" SALE 


R. W. Billard, 
20, ot 
210 B. 


North-st, pleaded not guilty In crim- 
inal court Tuesday to a charge ot Il- 
legally selling Jamaica ginger and 
trial set for July 19. Ha was re- 
leased on $200 bond. 
Billard Is a proprietor of a gro- 


cery on E. Wayne-st, police say. He 
said he sold the ginger to a customer 
who told him it would be used for 
extract 
purposes. Complaint 
-was 


made by Harold Snyder, 1004 W. 
High-st. 


\ftLL ERECT HOME. 
A modern residence will be con- 
structed on Collins-ave by the Lima 
Construction Co. A permit for Its 
erection was issued by the city clerk 
Tuesday, 
Estimated cost is ? 3,0 00. 


Tender Small Steaks, Ib 2Bc. at 


Buehler's, 126 E. High. 


WASTE DEPLORE! 


BY JOHNSON 


Thrift and Economy Essential, 


Candidate Declares 


ZANESVILLE, Ohio — (Associ- 
ated Press) — Thrift, economy and 
ndustry must be the practice not 
only of individuals but of states and 
nations, Judge James G. Johnson, 
candidate for the Democratic nomi- 
nation for governor, declaied In an 
address before the Rotary Club here 
today. 


"The enormous waste and ex- 


travagance In 
our public 
affairs 


must cease," said Judge Johnson in 
recommending that efforts be made 
io Increase trade and commerce of 
:he country which he declared were 
the sources of the means of payment 
of the country's debts. 


"At no time in the history of Ohio 
has It been so vitally important tl it 
a just and equitable system ot tax- 
ation be devised," Judge Johnson 
declared. 
The 
remedy howe\er, 


was not to be found by Inventing 
new forms of taxation or by shifting 
tb.9 burden, he said, but "by the 
application of the principles of Jus- 
tice and equality la the placing of 
public burdens and by firm, unyield- 
ing Insistence upon intelligent, con- 
structive and not destructive econo- 
my." , 
The whole problem "was one of 


plain business management, Judge 
Johnson concluded, "and the people 
of Ohio must realize Uiat this year 
business is politics and politics Is 
business.'' 


DUFFY SEES J. G. JOHNSON 


THIRD IN GOVERNOR RACE 


Thomas J. Duffy, East Liverpool. 


Democratic candidate for the Guber- 
natorial nomination, was in Lima 
Monday night, en route to Columbus 
from Delghos, where he addressed 
the Kiwanis club during rhf day, on 
the workmen's compensation law. 


Duffy met a few local Democr:-*^ 


at the Norval Hotel for a confer- 
ence in behalf of bis candidacy. He 
is reported to have expressed the 
opinion that the fight is between 
himself and Donahey In the August 
8 primary and that Judge Johnson 
will be third in the race. 


Fresh Small Hearts, Ib Sc, at 


Ruehler's, 126 E. High. 


la 


Havana 


r,a,f . 
Unted States 
the 
pan of next week. 


NOTICE 


T'ekcts on Sale at 


Gas Office 


Cuticura Soap 
^e Velvet Touch 
For the Skin 


Please 


ARISTOCRAT^ 


s for ar.c 


A l w a y s 
Fhsi 


i 


where QUALITY j 


counts, 
! 


I 


The Win. Tijjnc: 


Son Co., Makers 


I/ima, Ohio 


SPECIALS 


Ladie* strap pumps and ox 


ford, in black, tan and patent 
leather, high and 
low heel. 


* Ladies' high heel 


Pumps and Oxfords 
— broken lots at. . . 


QQ 
.VO 


strap 
AO 
•VO 


Boys', youths' and little 


gents' shoes in black and tan. 
A real value 
£1 


for ....... .....,.....W 


126 W. High St. 


Campers9 


Outfits 


AT MONEY SAVING PRICES 


Tents 


of all sizes and at all prices. 


Camp Cots 


Strong, durable, folding 


Stools 


75c each 


O. D. Wool 


Blankets 


A big 
^O |-A 


value at <PMc«IU 


U. S. ARMY 


STORE 


148 North Main St 


ighty Four Days' Sale 


Of Beautiful New 
AND SUN PARLOR 


% 


FURNITURE 


. Only one time each year do you have such an opportunity as this great sale affords—an opportunity to buy the 
very finest summer furntiure at real, sensationally low price*'. Every piece of porch and sun parlor furniture in our 
store has been reduced from one-fourth to even more than one-half. 
Scores of beautiful pieces SACRIFICED. 


You'll surely End just what you want here r.l a genuine bargain. Come, look around, make comparisons, then judge 
for yourself. 


s 


3-Piece Reed Suite, $98.75 


Large Diiienporr, Rocker and Chair 


What beautiful upholstery, what fine quality reed, beautifully 


finished and with full spimg construction, a suite of elegance and 
comfort that would grace any home, and an 
exceptionally rare bargain at 


3-Piece Fibre Suits, $33.50 


This suite consists of three very beautiful pieces of fibre furniture, 


comfortably fashioned, with charming weave. The price for the en- 
tiro suite is Just about what you would ordinarily pay for a good 
fibre davenport alone. The whole suite Is yours 
for only 
, 
k.. 


A Real Special 
Day-Bed, Only 


$32.75 


This beautiful Day Bed, very 


modish ang a handy piece of 
furniture for any home, 
has 


been reduced to $32.50 from 
$65. Spring construction, with 
fine cietonne upholstery. 


Oak Top 


Fibre Table $7.50 


You'd ne\er be without one 


of these handy tables if you 
ever had one! We 
make it 


possible for you to put one in 
your parlor 
d»"7 PA 


Ivory Reed 
Rocker, $22.75 


Fine Fibre 


Rocker, §11.75 


This 
handsome rocker has 


spring eeat, 
upholstered in 


beautiful cretonne, finished in 
the new ivory, a very rare val- 
ue at our sale 
price of 
$22.75 


This fibre rocker with loose 


cushion and Marshall spring 
construction IB a very desirable 
purchase at the extremely low 
sale price 
of 
$11.75 


Fine 5-Foot Fibre 


Swings, $14.75 
What Ho! 
Have you seen 


these 
5-foot 
comfy 
fibre 


swings? You'll order one sent 
right out to grace your porch 
it you see them; and at only 
$14.75. That's a real salS 
price. 


Then we have the six-foot 


fil»e swings, to close out at the 


oanieyPr*6 :*.... $22.50 


Either swing complete with 


chains and hung at these 
prices. 


Fibre Femery 


$6,75 


Every woman likes a fern- 


ery for the porch, sun parlor 
or home. Get them here dur- 
ing this sale at as 
low as 


Fibre 


Desk and Chair 


What woman wouldn't like 


one of these charming sets. 
The desk is 
fully equipped 


with compartments and draw- 
er, the desk selling at 'the spe- 
cial sale 
t^^ Cft 
price of 
«J)£fa»3U 


Chair 
$11.25 


Lawn Swing 


Fine !awn swing with can- 


opy top, upholstered seat and 
back, 
special ..: 


ALL OUR BEAUTIFUL 


COUCH HAMMOCKS 2'OH 


Solid Comfort 
Chase Lounge 


This beautiful Reed Chase 


Lounga is elegantly upholster- 
ed !n cretonne -with spring con- 
struction. 
It is comfoi table 


and a charming addition to the 
best appointed home. Finish- 
ed in ivory. 


When you attend this sale 


be sure 
to see the Chase 


Lounge Special at 
our sale 


price of 
only _. 
$39.75 


Sale 
Starts 
Wed- 


nesday 


CO.. 
Lasts 
THE 


SOUTHEAST CORNER PUBLIC SQUARE 


SPAPFRl 
'SPAT-FRI 


1 


J! 


13!}' 
•}: 
,.''•'. 
«:h 
:.i 
I 


*'* 


NO MATTER WHAT LINE OP 
BUSINESS A SMALL ADLET 
GIVES BUSINESS SUCCESS. 


• TUESDAY,'JULY TV.' 


-CLASSIFIED: 
The Lima Hews 
SECTION: 
, THE BEST 
SMALL 
SPACE 


•-BUY IN AMERICA WITH * 
--•" '" E V E R Y 
WORD 
IN 


The Lima .News 


4921 — 
MAIN 
— 4921 
MEMBER OB1 ASSOCIATED HKKije 
Tb« Associated Pres* !• exclusive- 
y entitled to lh» u«e for repuollca- 
Uon of all new* di8p»tcbe» credltc-n 
to it or not otherwise accredited 10 
tbla pap«r and also th* local new.- 5 
published Herein. 
I 


Classified Advertising Hates j 
Per word, web insertion 
....... 
2i ; 
Minimum Price. ca*b ...... _.„. 25<. I 
Minimum Price, charge 
....... 
ia< j 
Copy tor cla»Bin«d pa?es acceptcu I 
until 12 noon tot The 
Dally 
lull- ; 
tion« and until 8 o'cltx-K jjauird.o I 
light for THE) SUNDAY EDI'llOJ-. 
j 
Tb« Lima News and Tlmes-Ijerijo J 
:rat will not b« responslblo fer moit | 
than the first Incorrect Insertion 01 I 
any advertisement ordered for rnoivl 
tiian one time- 
• 
All orders to discontinue adier-I 
tlsementa must be In 
writing or i 
made Jt office. The News will not I 
be responsible fo; -»lephone cancel- 1 
latlons. 
| 
The tollowlns classification head* 
rare standardized and numbered; no 
• other lieadu will be u»e<1. 
• Classified Adveitising Index j 
{.Lodge Notices 
............... 
-.. I] 
-Cards of Thanks 
.............. ,. z\ 
L,ost 
and 
fc-jriij 
............ 
•< I 
Help Wanted (General) - ........ * : 
Female Help 
.................... 
£> | 
Male Uelu ..................... , 0 - 
Agents and Salesmen ...» ..... - 7| 
Personaia 
....................... 
b : 
Situation Wanted ............... i' | 
Miscellaneous 
Wanted 
.......... 
10: 


MlBCellantoiiH For Sale ........... 11 | 
Household Gooda 
............... 
lit 
Rooms for Kent 
................ 
J J | 
Rooms Wanted 
................ 
- I 1i 
Boomers and hoarders 
.......... 
J :> I 
HouBt.s For Rent „ .............. 
I d ; 
House* Wanted 
................. 
1 < I 
Apartments and Fluta K>r Rent - . i b i 
Apartments and Flats Wanccd — *'•>! 
Miscellaneous For Kent 
........ 
-'u [ 
Business 
Opportunltlt.il .......... .-^ '. 
Horses and Vehicles ...... ...... --'j 
Live Stock 
...................... 
^J ! 
foultry and Pel Stock . .- ........ '<:« | 
Honey to l,oan 
.................. 
^j! 
Insurance 
....................... 
-'') \ 
Profesutonal Notices 
............. -/: 


Buemetia Motkes ................. -"> | 
Special 
Notices 
................. 
Jl) : 
Hotels and Restaurants ......... 3D | 
Transfer a.nd fatoraKe ........ ...3 1: 
Autos and Suppla-a 
.............. 
',i\ 
Real Estate For H.ilo 
............ 
<i- • 
PubDc Salcn ... 
................. 
- i l l 
'General Display 
................. 
3t> ; 


DOINGS OF THE DUFFS—WILBUR MAKES APPLICATION 


HOW DO YOU DO - I'M MRL WJLBOR 


I'D LIKE TO SEE THE MANAGER 
-•VERY .IMPORTANT 


WHY ARE VOO 
I HEARD 
OF 
UNDERSTAHD VOO HAVE 
OPENING HERE FOR 
VOUMQMAN WITH A 


GINGER 


HAVE 


STAMDIWG 


SLAM 


GOOD JOB THAT'S 
CARRYING YOUR 


OPEN XWD 
TOGOAH'O SEE 


AQOUT. IT I 


CANE TO WORK 
THIS MORNING, 


n 
DEAR 


V.AV1I I ) — M i 
* 
JO 
! -5, 
"O-Mvi: 


for [ .ii.j-, <ii • . jy 
1 I / M | 
l'i' "i,a i-.- 


l i < f foi 
h 
i'l i 1" . 
11 
i i i ' • i. 
i li- im.u- 


tMni 
i - r - l i r l r i . 
I " K i 
i' 
in t .'JUMIOSS, 


AGJ.VJS AM) S1U;SMKN 


V.'AM i "—< I'J f 
•-'-'' 
« '" N T K Y 


i l l 
ii . ii I < i r l.i t 
II r .- .1 I ' u :*' i < s- 


c i v 
l / i j ' i i i f 
!) 
K 
iv t'.' 
i^'joni 


Id 
V. il'l'i 
i l r - ! - I 


3 
IX)bI AMI KOUAU 


LOST — COI^LiC 
!><>r, 
Al 01 T 
months old, ii.im>il 
I, nidi. , 
i l > l < .i 


w h i l r . hrown on 
!*n« k. t i^; 
TM, 
JH. 
ilalri IK,3. 
Hd'j J , . i K « w « n " l 
l . ' ' . i \ 


reward. 


LOST. STRA^ L.U 
r»R HI Obi N— o\l, 


blafk unrl whif fox K i i h i 
i>ii|i. 
J. in- 
oral r>'»rfnl 
C.ill Al.iln 7J1! 


4 
HJBJ..P VVANTIiO (General) 


WANTED—ONB I I I J N U l t l l> 
I.AIHI^ 


t-i purchase trorn tlifir nf.irr.1-; ilonlor 
one ii.'K'kage or No-Ak^ 
loi noi.iU,!!. 
hcadaclic, 
si'iHl'r.i, 
|I,K-K.H IIP, 
in' !i- 


etlrual Hiifr^rhiK, 
n ^ r x o i i w n ' h , nr ,inv 


form of puln 
No n<» <\ to RII!'. i. 'I rv 
No-Ake. 2& (""nth. 
Tni' J'orun.i 
Co, 
Columbus, niil. 


and tents 
Co. 
Main 


l,Xl'i:Ull.M I I ' 


a f m ^, lr 
.\uilt mi 


Rolobon T i n t nnd 


\VANTED — GIRL F011 ll 
Apply at < 
r>ri N. 1'iciie. 
\s (,)HK 
mi. 


WANTED—dim.. 
KOK 
r;i;NHK\I, 
housework, oii'i who t,ui rriok. 
Must 
have rpf>ri>nros. 
Main 4J71 


WANTED 


Experienced 
skirls for power 


machines. We 
are paying 


high wages lor good experi- 
enced girls. 
The Lima Dress 


Manufacturing- Co. 


WANTED—ONE HUNDRED 
I.AOIK.S 


to purchase from their n>Mresl < l < n l 
ona packaso of No-Aka tor nuunilKia. 
sciatica, backache, nienstiunl »ullfr- 
ing. nervon.sno.ss. or anv form of paiti 
No need to s\itfer. 
Try No-AUc. 2i> 
cents. 
The 
J'eruna Co, 
Columbui 


THE LEADER STORE 


requires the services of an 
euced alteration woman, onp \\ho 
can fit as well as sew prpterred. 
Apply Mr. Knieger, 2nd floor. 


WANTED—GIRL 
TO 
WORK 
( > X 


lunch counter at N< w Cambridge 
tel. No 41S N. (V.itial Ave. 


MA LID HKI.P 


l.ADli:.,' 
my 
I 


Alontn- 


11 
i OK SALE 


FOR SALE 


2 pool tables, 4^x9, one au- 


tomatic air pump. O. S. 
Kiser, 212 L:ast Market St. 


-;A[.i:-r:i:i:n n MJV c\RRIAOE. 
.-I .1! x \% 
M(.Kjlibf 11. 


I'll!. 
SU.i: — I'.M'.Y 
CARRIAGE. 


<ii.u- t f u l . 
I '','1 S. H< ott. 


Ur!t<) to 
Lo . Kar 


il. ly rell'-vcs sunto ol ! 1 "It 


r I ari'i 
niO'U obstinate cas'-s 


i O i y - . .\o nnrrn 
IMID or in- 


rf 
mid 
vorlt 
Mr.II 
J'JOt), 


tilr'iij;lh $.i Oti 
HooKlot 
free 


N 
.Southing ton Kcmody 


("itv Mo 


SI'J U.iTIO.SS \VA.NTlil) 


\ A \ T I " l J — -\I1.N 
'JO 
r.-T 
N f l - A K l , 


H i 
I . I I I I M '/I 
<> i ry kind 
I'roiupt rc- 


) ) ' ( " for 
IM I'l.Kln, 
IH uial^i.i. rh* tinui- 
iKm, w l . i t i f i , 
Ii.'iM .if i o, 
rj( r\ ou^n^^ ^, 


"i 
^ i r f j i h 
-IK ^ 
\\ .tnv 
ill tit* Mon', 


J'i i nil i 
Tli-j l^'run,! 1 t> . t'i/1 iinljus. 


< ililo 


6100. 


S\M;— IlAN'l 
MAUD MOI.IN. 


, lots of poucr. Cjll i'arlt 


TOR 
.i:— CJJAMI'ION 
COMBINA- 


t m i i 
i i/i^*-, i st.itf* 
lint stoun h^«lteif 
, »ifl ;is r<\\ 
M.iny other inters of 


J H M i i i i i n , 
rf moihibl'^ 
l«-t 
house 


w < ' t •/! II ^- o (in [•: Kil'laif 


U \ M I I M , - 
d«i t l i M i i NK 
I ik<) 
, i MI 


\.--M) 
il n! 


n 
<~ \ i,i;_ Vv (II 


> 
ii .mil ID:!., iii I- now, fnr %',,',nn. 


n I •» I' < i l ' n rnontlily j M j m i n l s m- 
im .it ')Jl i: I 1m 


J oi: 


h u d 


S \1 1 —VI (>\ US. 
i I'.ll 
I. iKc Kid! 


lP.'l\I\-(, — \\ U,L 


K i . K l i t | ri'f 
( a l l 


ii "sr.HOLn 
C;OOI;P— 


.(•. mr'ki it., r;a«. .iml oil 
n il. < l i . •-<=. i .mil AIivi < 1- 
( . i l l -tt 101 
r> Klro A\f. 


•I.MI,::T \vnr;k. n.i r. < I . L V 
^i \\ » t dii:^ in c. 
* i '• i n Oi i in 


I'.nr 
u i / i K 
I l l f h 
i t I I 
'J 
J' 
J . M L - I 
IUM»IS KOK KENT 


\VANTi:D—\VASI IIN(iS 


Will 
call 
i(ir and 
deliver. 


Price? reasonable, woik ab- 
solutely 
guaranteed. 
(Jail 


Rice L/>7(». 


10 
»IISCKl.l>AN'KOt'b IVANTKt* 


l"l>n H I N T - l i M H N t C L l . V FPHM.SII- 
i 'I l i m i t •-Iie;.|nj4. S blockB. 
Call 1..U.O 


ril I. 


-NT i-ooji 
i--<>n 


lir.N'T 


I ml 


lufhri.nii ,iiul 


- iiili.nii'c 
«1 


I .1 I I 
I I l K h nv 


n 
HOOMS 


Mi 
MfKtpru 


ills, 
\\ost 


VV \\'l' TO 
I S 
O 


Hi. 
1 HIT! 
I 'ih< 
inn 
L 


1 .i.t 
WE PAY 
HIGHEST 


PRICES 
FOR 
ALL 


KINDS HOUSEHOLD 
GOODS. R. F. JOHNS, 
212 S. MAIN. MAIN 
4354. 


\\ .\NTrii-porn.:: I.M> 
.si'M'i 


• HUTS \ \ l u t l 
l.tnil 
( i l l M i n i ., i'i(l 


M . I I I I .^ .'.. 


\VA.\TI-:JJ— UNIJ iii'NDiti.n 
L\DII:H 


to i i u i i h c M * ti oni t l i ' i r n i . n o ^ t dc.iltr 
mi's p.u-UaK'J °f No-M^e 101 ni ur.il^ia, 
IK .id 1-,'hr - - i l i t l r i . h icK.ulic, nn nstrn- 
.il i>un«Mlii^, lift \ r»ustiess. ci j n v torin 
of p.iln 
No IK i d to ^ . i f l f r 
Ti v Ko- 


Ak<\ ^'i d til i. 
Tim I . uiuti <-o. Co- 


tiinil}!;-,, Ohio 


II 
MIKCKM'ANUOUb FOU SsAI.K 


an SM.I;—POOL TAHIJ.. pr.HfMt-r 
rrmdlllon 
TU \\ 
i Ir.lli nild 
f u l l 
•'"fjliip- 


7 i i ( i i t 
\ \ o i t h 
> I,'•Olio 
Will 
M i l 
tor 


$ if 
1 DO 
lie. \v spiinu. 


•I 
UN 


Men's si 
7J 111 


HOGS 


A V.g cannot cat onougli 


lo fatten itself properly. Kcccl Pu- 
rina PIK Chow \villi corn in a self-j 
loedor and Ret ^orno real proCitable V.;AM un—o.^i) 
rosullg 
l" I""' 
l.i-'--'« irnm III 


I i i|t 
I I I N'T 
J 
!• I l : \ T b J M . I » IJlillT- 


hmi' i U r-i p in< 
joom^. 
pi U > I P 
PM- 


n i n , 
Mn.lrni. 
A\ fst 
Knd. 


,-• i v 


Ill \T — 
J l K h t lion 
.Tim. 


HTlfCIPH- 


iiri. J'ruate cn- 


iU liPN'T—1 I'TR.VISIIUD OR 
T'N 
T- 


">in .it r.'M \V -\nrl!i 
lll^h I S l l . 


i: AV.nnr-'-t. 


KOUM 


18 AITS. & PLATS FOR KENT 


ROOM 
FOR 
KENT 
IN' 
MODERN 
apartment. 
Close In. all convenienc- 
es. 
Foi emplojed 
coupla 
or two 
loung men. 
Main I03"i. 


28 
BUSINESS NOTICES 


FOR RENT 


fi I'oom strictly modern apartment, 
close In on West Elm. This apart- 
ment has sun porch and large root 
garden. Possession at once. Phone 
Main 2554. 


3 
ROOM 
MODERN 
FURNISH ELI 
apartment for rent 
C:\ll Armstrong 


A: Pon. 
411 JN'o. JIain. 
fhono Main 


S9SJ. 


FOR RENT—4 
ROOM 
FURNISHED 


pt. 
.Main 31">2 attr-r 6 o clock. Main 


21 
BUSINESS OPi'OKTKJAITlKS 


FOR SALE OR TKADK — A HOTEL 


Hurt rosuiutjirtt fot piriperti. 
!Urs. G. 
C. Phillips, AlKer. Ohio 
22 
HOK&ICS AMU VKHJCIJlIS 


FOR SALE CHEAP 


12 head of horses, harness, bug- 


gies, wagons and moving van. 


SHERMAN DAVIS 


116 S. Uunin-st 
Phone Main 414!) 


24 
POULTRY & PET STOCK 


BABY CHICKS 


Week Old 
Special Prices 


Custom Hatching 


THE LIMA HATCHERIES 
Lake 4535 
340 E. Kibby-st. 


r-TiM LV Kin!.Nisiiiijx norms. FOR 
l i c h l 
Iinu^f K, > pin^r. 
modern, 
priviit^ 


'10 t mil i". 11 i n t r n n i e . lint and cold 
i i i n n l n ^ r 
w . i t i r 
m km h^n 
I'^c ol 


plmn^. .il "'i ' HIT ish>'d csinrpin^ room^, 
.,j;i .\ 
I I i / i ' > . t h . M iln 
T20fi. 
i-.\ \J.KM: .\rTs 


\\ \ \ j i n— IM:N TO 
nsi; 
NO-AKK 


loi ]i.DM of u \ p i y kli'd 
f'toinpt ro- 


th f lor h'titl irhf. ii''Urj]pla, rhenina- 
li m 
i i i c l v u h ^ , ncr\ ousnf*ss or slef'p- 


!• - «!•-. 
At :Miy dm; toi e. 25 cents. 


'11 u- !'• niri.i Co, Columhui. Ohio. 


27 
PROFESSIONAL NOTICES 


ARMATURE WINDING 


MOTOR REPAIRING 


QUICK SERVICE 


FIRST CLASS MECHANICS 


TIBBOTT ELECTRIC CO. 


128 N. ELIZABETH ST. 


L. L. MILLER, AUCTIONEER 


Resident Phono 
Office Phone 


Main 1805 
Main 4041 


Can be found at 


Drs.- Faylor & Morris 


Office 227 ,8. Pierce St. 
Satisfaction guaranteed. 


Terms reasonable. 


SHINGLE STYLE 


Rolled Roofing 
Put on Over 


OLD SHINGLES 


W. J. JACKMAN 


321 North Central Avenue 


Rice 3451 


EVERETT TRUE 
By CONDQ 


NOTICE 


Algonquin Billiard Parlor 


opened for business. 


Every one cordially invited. 
Cor. of Public Square and 


W. Market St. . 


HOTEL TOURIST 
Rates $2.00 Per Day 


Special—Chicken Dinner- 


Sundays 


75c Per Plate 


West Cairo, Ohio 


S 
NH 1,1-iY 
FURNISHED FRONT 


sloi'imiK room1-, all modern. Close 
in 
Suilalilp lor onn or more gen- 


tlrnu'ti or man and wife. 
512 W. 


Miiikct SI 


I'CiK III N'T—No 1I3': F 
Spring 
2 


looms. tiirnMncl lor h(,ht lioiisckecp- 
ini- 
M a n 117(1. 


1-1 
UUOMS WANTED 


CLARK'S CASH FRED STORE 
123 E. Spring St. 
M 


I V O R Y 
urrn 


1LO(1 trip. 
liu.> 
\\ 
J l l R l l 


nt >'o-.\Ue tor nenialjjia, 
bickichc, menstrual suffer- 


R 1 0 4 
liie. I'frvoii 1 !]«•!'>, or anv foi m of pain 


. 
! ,\ft 
IILCI! "> 
M i f f o r 
Try 
No-Ako. 15 
.. ... , , i itMits. 
T-ho 
Peruna Co. Columbus, 
u ' ' ' 
Ohio 


i on s\t.i;—(•( 
0\12 111^. 
Aii 


1 'LMl.Ufi 
MJ't Ll 


TTPHWRITFR 
$:n 
AT \- 


MEN WANTED 


Car Loaders 


Truckers 


Forge Shop Helpers 
Heat Treat Helpers 


Punch Press Operators 
Punch Press Helpers 


No Labor Troubles 


Steady Work—Good Pay 


Address 


Employment Department 


Willys-Overland Co. 


W. Central Ave., 


Toledo, O. 


i l i l i u ?-"'. t. In • K \Milcr i l f > . I'.ish irs- 
l - t ' T 
I l l l l 
l l l l p l l 
I t ' l l 
( . I ' l l ! 
.1. M o i l , 


li- 
Ohm 


in 
HOUSES KOK KKM 


FOR RENT 


"\Vntn 
lor 
if-ewdtions, furnished 


rottasos, oloitiic lights and 
Kas. 


Mrs. A. C 
Kaiiffman. 
T.nlievipw, 


iiwt 


BOO OPERA HOUSE) BLOCS 
*"¥• Grind Our Ova 


DR. C A. BLACK 
OSTEOPATHIC PHYSICIAN 


Finger Surgery Methods for Hay 
Fever and Catarrbal Deafness 


New Herbst BJdg.. Room 3 
117 ft N. ELIZABETH ST. 


Office. Main 6144 
Res., Main 2066 


DR. A. H. HERR 
THHOAT SPECIALIST 
HOME PROM EUROPE 


Hours by appointment. All M-nday 
and 1'ue d: v lorenoons i-eser ' I f01 
removing tmisils and adenoids. Of- 
fice (Over Feluman'F Store) 223 N 
Main St. 


PHONE MAIN 8638 


A. W. KAHLE, M. D. 


Electro-Medical 
Therapeutist 


ELECTRIC LIGHT BATHS 


Office. Fifth Floor Citizens Building 
Office: Main 1202—Res. Main 1599 


EYESIGHT SPECIALIST 


Eyes Kxamined 
Glasses Fitted 


With Hughes & Son 


335 N. Main. Lima. Ohio 


SHOE REPAIRING 
ac the right prices. 


Panco Soles 
g5c 


Gro-Cord and all others at ....50c 
All heels 
25C 


455 N. Main, 4 houses north of 


Pennsylvania Railroad. 


We keep good men and guarantee 


the work. 


MAX LUBINSKY 


.VIOLIN INSTRUCTION 


By 


GWENDOLIN LOWRY 


Washington Conservatory oC Music 


Chicago Musical College 


Studio—Porter Blclg., 143-145 S. 


Wain St. 
High G01S 


Home—202 E. Kibby St. Lake 109S 


NATIONAL, DETECTIVE AGENCY 


SECRET SERVICE BUREAU 
Experienced male and female 


operators. 


J. O'MALLEY, Superintendent 


Phone Lake 2369 


222 North West Street. Lima. Ohio 


is 
rve evee aesN op 


tvHOSS '-UOR.K I HAv<£ So 
. 
1M 


H!rA AS H4V/NG A 


WE USE THE 13EST LEATHER 
"iVaiLJi OUR PRICES ARE LOW 
Men's half soles 
-... b&o 
Ladles halt soles 
6Uc 
Panco soles 
7Sc 


Goodyear Wlngfoot heels 
40o 
Panther heels 
25c 


All Work Guaranteed 
EPSTEIN SHOE REPAIR 
S. Bream, successor. 
219 S. Main 
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AUTOS AND SUPPLIES 


SPECIAL NOTICES 


FREE—SEVER A.L IOADS 
OF 
DIRT 
for hauling-. Cail at 112,) S. Alain. 


31 TRANSFERS AND STOKAGE 


Sanitary Chemical indoor Toilet 
ROOFING AND SPOUTING 


Furnace Work 


Railing's Sheet Metal Works 
Phone Res. and Shop Main 6936 


• 353-55 S. Pins 


FOR 


STANYER AND DEEDS 
Local and Long Distance Moving 


Main 4745 or Rice 5072 


120 E. Market St. 


(Lincoln Highway Garage) 


Can bring return load'from vicmitj 


of South Bend, lud., about 
Julj 


12th at a low rate. 


NOTICE 


I have opened my big tire-proof stor- 
age house at 819 S. Main. We have 
our own trucks to take care of our 
moving. 


SAKEMILLER 


State 1423 
Office 316 E. Elm St. 


HOLMES B'LK. 
L I M A . 


ROOFING, 
SPOUTING, 


SHEET METAL WORK 
If you -want it done right, see usl 


AGERTER & BLACKBURN 
MAIN 2331 210 E. MARKET ST. 


BUSINESS NOTICES 
BUSINESS NOTICES 


W A N T E D — BY PENNSYL- 


vania System, all kinds of shop 
employes. 
Apply 
Room 
21, 


Fort Wayne 
Division 
Oft ice 


Building, Comer Clinton 
and 


Holman Streets. 
R. H. Pink- 


ham, Superintendent. 


This Company will hire experienced 


shop craft mechanics at Lima at U. 
S. Railroad Labor Board Rates. 
Apply to General Foreman at Lima 
Ohio. 


Following hourly rates apply: 


Machinists, Boilermakers 


II 


CEMENT FINISHERS 


Corner of Eureka nnd West 


Streets. 
Ask for Mr. Wal- 


ters. 


WANTED 


EXPERIENCED ACTOMOBU.R 
MK- 
«*»nlc, 
Nditli 
Scrvlco 
Station. 
133 
Cb«rry Alley. 


iMMiiPiiiMB fflGniraninffKiiiiiipaj'iiiwi'arui xa 


: 
> M t,i«"' :vw 


CLEVELAND DISCOUNT 


Bought—Sold—Quoted 


JOSEPH POLAK & CO. 


205 AND 206 AMERICAN BANK BLDG. 
PHONE MAIN 1055 


Correspondents Josephthal & Co. 
Member N. Y. Stock Exchange 


HBISEIlBli'llHU^ 


MOVING 


Local and Long; Distance hauling of 
all kinds. 
Get our prices hefore 


you move. Satisfaction guaranteed. 


OSBORN BROS. 


120 E. Market. Parrish Cigar Store 


Phone Main 6906 
Res., Lake 5634 


MOVING 


Get Schirmer's large pneumatic tire 
truck to do your long distant haul- 
inf. Satisfaction guaranteed. Phone 
Mam 11S2 or 4745. 


NOTICE 


YOUNG BROS. 


LONG DISTANCE 


moving truck leaves for Ravenna, 
Ohio, July 2, by the way of Sandus- 
ky and Cleveland. 
Will take load 


at a low rate. Call Rice 2429—or 
State 2510. 114 JE. Market St 


70c 
Sheet Metal Workers, 
Blacksmiths 


Car Men, 63c 
Helpers, r47c 


The Baltimore & Ohio Railroad 


SAKEMILLER 


MOVING 


I now have completed my large cov- 


__ 
ered dust proof truck, the only real 


gi covered truck in Lima for long dis- 


tance moving. Large vans for city 
moving, experienced packer. Every 
load insured. Office 316 E. Elm St. 
or State 1423. 


OUR TRAVELING BAGS 


and suit cases will hold a surpris- 
ingly large 
quantity 
of apparel, 


weigh comparatively little and will 
withstand the hardest kind of hand; 
ling. 
Our assortment of things for 


travelers is very complete. You can 
obtain a bag or suit case in any reg- 
ular size in any material that will 
stand service. 


REPAIRING OP TRUNKS AND ALL LEATHER GOODS 


Lima's Only Exclusive Leather 
Goods Store 


S. MAIN ST. E. B. MARTIN 


PHONE STATE 2373 
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AUTOS AND SUPPLIES 


Fords 
Fords 
Fords 


4—1920 & 1921 Ford Tourings 
1—1S17 Buick Roadster 
1—191G—S5 Overland 
2—1917 Ford Roadsters 
3—1921 Ford Coupe 
1—1919 Buicb Coupe, like new 
I—1917 Stearns Touring 
.—1921 490'Chevrolet Touring 
.—1919 Maxwell Touring 


TERMS — TERMS — TERMS 


OR TRADE 


J. L. SARBER 


IIUPMOB1LE AGENCY 


27 E. Spring 
Main 6192 


FOR SALK— ]<I21 OAKLAND fi TOUR- 
ins car In fine mechanical condition 
A bargain at $<Mi. 
A!l new rubber. 
Call Rico 3-152. 
Terms can be ar- 
ranged 


FOR YOUR PROTECTION] 


Consult us before you 
buy a used Dodge Broth- 
ers Motor Car — any- 
where. Get the car num- 
ber and we will tell you 
its exact age, its original 
owner and 
what work 


has been done on it in our 
service department. For 
your own protection, see 
us before you buy. 


A few of this , , 
week's 
offerings 


DODGE BROTHERS 
4-DOOR SEDAN 
Has always been kept, 
and now is in the very 
best of condition. 
You 


can expect the same sat- 
isfaction 
from 
this car 


you would receive from 
a new one. 


DODGE BROTHERS "' 
ROADSTER 
1920 Production. In fine 
condition 
mechanically 


and looks extremely well. 


DODGE BROTHERS 
PANEL DELIVERY 
Two 
to 
choose 
from. 


Both reconditioned and 
ready for service. Priced 
as bargains.. 


CHALMERS TOURING 
5 PASS., 6 CYL. 
Just overhauled in £°0(J 
running condition. 
Make 


us an offer. 


The D. D. Jones Co. 
323-327 N. Elizabeth St. 


Main 5966 


USED CARS , 


Chevrolet 490 Touring 
Saxon Roadster 
Overland 83 Touring 
Willys-Knight Coupe 
Davis 4 Passenger Sport 
Lexington Touring 


_ 
Agent for Da\ris Cars 


"'SERVICE GARAGE 


402 S. Elizabeth St. 
Malnji^, 


USED CARS 
. 


for Quick Sale at Right PJg 


NFWSPAPF.R! 


1919 Dodge Touring Car 
1921 Buick Touring Car • 
1917 Buick Touring Car 
1918 Buick Touring 
1919 Buick Tearing 
...... 
iCC 
The STURTEVANT-JONl-- 


COMPANY 


Main 6896 
«20 W. 


-1WSPAPERI 


SY MONEY AIDS 


STOCK MART 


FINANCIAL AND MARKET PACE_O'F THE LIMA NEWS 


,r Tone Prevails—Closing 
B 
is Strong' 


100.30 


,.st 


:econ 
jwrd 


...... 
J10Q.12 
^ ..... J100.14 
! ...... $100.33 
.. ..... $100.32 


,« SORK - Begardlew of the 
"fhreawning aspects of the rail- 
strike situation, prices at tha 


Pt of today's stock market ses- 
Deluding the railway group 
I "mainly ^tter. 
Foreign oils 


' U, OIle point gains lor Me*. 


and Royal Dutch, the 


making 
fractional 


Consolidated Gas and Na- 


aTIead also were strong but 


de Gas, Davison Chemical and 
of the low-priced coal shares 
Crimed 
to 
ease. 
Foreign 


strengthened before tno 


estie group 


mces. 


HUE of the market on the 
pfnltadvlces from London and 
mental points. French and Bel- 
government bonds made parti'l 


,veries from yesterday's severe 


rices moved steadily 
forward 


IDE the moining on a broader vol- 
! ot business. Opening at a gain 
1-2 points, Ameilcan Ice extend- 
ts advance to seven points before 
n 
Studebaker rose 2 1-2 points 


he vear's highest quotation and 
t, improvement among oils was 
anced. nigh grade transport*. 
is notably t'nion Pacific, 
New 


It Central, Chicago 
and 
North- 


tern featured the rails at gains 
i to 11-2 points. Equipments, 
ipmes, metals and leather rose 
n 2 points, •with Bald-win, Amerl- 
International, Ameilcan 
Smelt- 


National Lead, Central Leather 


imon and preferred and Endlcott 
mson among the 
leaders. 
CaU 


ney opsntd at 4 per cent against 
terchv's early quotation of. 41-2 
cent. 
A better tone, based in part on 
«ier money rates prevailed in to- 
y's stock market. 
Tbe 
smaller 


almgs however were almost en- 
rely of a prolessional character. 
lies approximated 550,000 shares. 
The closing was strong. 


LIMA LOCO RIGHTS AND 


NEW STOCK QUOTED 


NEW YORK STOCK TRANSACTIONS 


**••» * •"*• 
401-ua 


STOCKS 
Open High Low 


Ameilcan Can .5* I 55 t C8%J 54 
Am. Unseed «*. »i%) 35 
Si&l 35 


Am. Locotlve ..112 
Am. Smelting .- --^, 
Am. Steel Foun. 
3«t«[ 37 
Am. SUR. Ksfin.. 
Am. Tel. & Tel . 
Am. Vi oolen .. 
Anac'da Cop. • • 


& wi 
Bethi'm" Steel B 
Bald Loco 
Bal. & Ohio 
Brkln. Rap Trau 
Cal Pet 
Cana- Pac. 
Cen. Leather 
Chandler 
Ches. & Ohio 


1113 
|lUVi|l» 


C. M. & St. P. - 2f> 
Chile COP 
22 HI 
Chino Cop 
2S?» 
CoL Gas & E. .- SS 
Conso!- Ga* ...,.119, 
Corn Products .103% 
Coaden 
46% 
Crucible SU. ...74% 
Cu. Cane SUg:. ..16% 
Erie R. R 
3«j» 
Flak R 
l»tt 
Gen. Asphalt .- 66 
Gen. Motors ... 14% 
Goodrich Rub. .. 39% 
Inspir. Cop. ... 40\ 
Ind. Alcohol .- 56% 


39 » 39%| 30% 
" I 
OS 


Int. Mer Mar pia 
Int. 
Paper ... 


Int. 
Nickel . 


Kelly Spring. 
Kennecot Cop. 


28% 
20 ^ 
PS 


119% 
105 


50% 
IS SB I 


S5%l 


75% 


69 
14*. 
40% 


74% 
52 


Lima Loco .....105 |105 


28?* 
87 »£ 
119 


66 
14*6 


74 
50% 


104% 


61% 


iau% 
90H 
101% 


38 Vi 
7t 
115 


51 
27% 
63 H 
139 % 


39% 
71 
68 


87% 


119% 
105 


48% 
75 


16 ?* 
15-% 
68% 


39% 
40% 
56 tt 
74% 
51V 
17% 
48% 
35% 


104% 


STOCKS 
Open Rlf h 
**** 


25% I 
K. C Son .... 
t,. & N. 
, 
Lack, steel ... 
Mex. Fetr 
Miami Cop. ... 
Mldvale Steel .. 
Mid. States Oil 
Missouri Pac. . 
Nevada Cop .., 
N. Y. Central . 
Northern Pac. . 
Pan-Am Potr. . 
Penn. R. R. . 
Pere Marquetto. 
Pierce Gil 
Pullman 
Pure Oil .... 
Ray Consol. .. 
Reading 
Rep. J. & s .. 
Ryl Dutch N. 
Sinclair Oil . 
Southern Pac. 
Southern Rj. 
sti. & s. F. . 
Studebaker 
Stan Ot Calif. 
Tenn. Cop. .. 
Texas Oil ... 
TaLxes Pacific 
Union pacific ..141 
United Ret. Strs 
U. S. Rubber 
U. S. Steel .. 
Utah Capper . 
Vanafiium stl 
Wabash 
West. XTunion 
West. Elec.. 
White Mottrs 
Wlllys-Overl'd. 
Call Money . 


Sales for 4 hours ivere 424.700. 


85tt 


ELEPHANTS ESCAPE FROM 


CIRCUS IN TRAIN WRECK 


MASON CITY. to. — Seven ele- 


phants ol the 
HTagenbeck-Wallace 


Circus escaped from their cars when 
tha circus train and another crashed 
at Plymouth Junction early today. 
Two passenger cars left the rails and 
doors of the circus carl were jarred 
open. 
After roamlnr «*• corn fields for 
an hour or so all 
the 
elephants 


were rounded up by their keeper and 
put to practical' use In replacing the 
derailed cars. 


"MAKING FACES" COSTS 


CLEVELAND MAN'S LIFE 


CLEVELAND.—Allegations 
that 


"he made faces" at a woman strike 
sympathizer, cost John Gozdanski, 
a guard at the B. & 0. shops here, 
his life today. 


MAN NOT DESCENDANT 


OF APE, SAYS EXPERT 


COLUMBUS.—(United Press.) — 


"Man is not descended from any 
anthropoid ape. 
Pre-hJstorIc man 


might have hung from trees, by his 
feet and have been as Jialry as a 
gorilla, but he had a human brain. 
It's all tommy rot to look for a miss- 
ing link. 
Man came from a com- 


mon stock." 


Take 
that 
straight 
from 
the 


shoulder of Dr. Frank Landacre, 
secretary of the College of Medicine 
oj Ohio State University, who ad- 
dressed the Rotary Club here today. 


REAL ESTATE TRANSFERS 
Nancy J. Hooks to Andrew Hooks, 


lota 219-220, city view terrace, tax 
50 cents. 


Marcus Mark, guardian, to Oro C. 


Point, and otliers 1-16 interest lu 60 
acres in Spencer-tp. 


Rllla WoUord 
to Ora C. Point, 


He was shot and killed by a po-, 15-16 interest in Spencerville-tp. 


3% 


WHEAT ADVANCES, 


CORN HIGHER 


Government Report and Rains 


Have Decided Effect 


CHICAGO — Wheat took a de- 


cided upward swing in price today 
during 
the early dealings 
the 


Lima Locomotive when issued was 
iftted on the curb yesterday open- 
g at ?51 SO (o $J2 the share. The 
ghts on the old stock are selling 
ound £2 12. On the big board on- 
700 shares ol the common were 
aded in, closing at ?105, 
\vfcile 


lere was only A nominal 100 shares 
preferred changing hands at $110. 
Skellv Oil, in ivhicli there is 
a. 


live buying demand here at this 
me, had sales ot 12,100 
pening 
anil closing 
at 


shares 
$12.25. 


undard Oils -were dull, the only.ac- 
Mty being in Standard of Indiana 
t around ?111. 


government crop report, wet weath- 
er and the railway strike all count- 
ing as distinct bullish factors. Spe- 
cial attention was given to reports 
of abandonment of freight service 
cutting down the volume of grain, 
receipts. Notice was taken also of 
mprovement in 
foreign 
exchange 


rates. 
The opening, which varied 


'rom 1-2 to 2 1-8 highfer with Sep- 
:ember $1.12 to 1.12 5-8 tmd Decem- 
ber $1.14 1-2 to 5-S, was followed 
ay material further gains. 


Corn and oats rose with wheat 


despite further 
benefit 
which the 


corn crop had been given by rains. 
After opening 
1-8 
to , 1-2 higher 


September 63 3-4 to 64, the corn 
market continued to ascend. 


Oats started 1-4 to 3-8 and 1-2 


up, September 37 1-4 to 37 1-4 and 
3-8 and later scored 
additional 
sains. 
Higher quotations on hogs 


were reflected by the provision mar- 
ket. 


i'he close on wheat 
was 
firm. 


2 5-S to 3 1-2 net higher with Sep- 
tember ?1-14 1-8 to- 1.14 1-4 and De- 
Member $1.16 3-S to 1.16 1-2. 


The close was firm, %@lc to la/i 


net higher with, September 64% to 
64%. 


Live STOCK. MARKET 


ASI BUPTALO— Cattle, receipts 60, 
jdj 
the*, receipts 450, 
$100 higher; 


Ho». receipts 3 :on: ^teady to shade 


r, heaiy ni25@llo5; mixed 11.50 


'1175, 
jorkeis 


nrkers and pigs 


. 


11.75@I1.S5. 
light 


' on, stags E U0iff600. 


Sheep 
and 
Lambs, 


lead) , unchanged 


11 7o@12 00; roughs 


receipts 
SOO; 


gs 
receipts 1,000; 


Inner, hea\ies 1115(81120: heavy york- 
" and pigs 11 oO<8)1165. 
•"!«pp 
and 
Lambs, 
receipts 
300, 
-tudi, sheep 750, lambs 14.00. 


Lanes, receipts 100, higher, top 11.- 


cwciKKATl-Hogs, 
receipts 2500; 
'_'tn* 10 to 2~c lucher 
Heavies 11.25 


iiiliu, packers and butcners 
1135; 


mecmm 11 35iff 11 50, stags 300@550>; 
tlty,,f?i SOWs 700igiS50, light shlp- 
.ers 11 so, pigg no ibs. and less 700 
ii 11 00 


< au!e, receipts 700; stcadv. Steers, 


ECiotMo choice $00® 9 50; lair to good 


' 
^t!0. Lommon to fair 450^700, 


reiiert, good to cliojcs 8 50®9.50; fair 
o good b o O @ S 5 0 . common to fair'4 Ou 
.1 oil co\\s. good to choice 500@623; 
.air to good 350(55,00. cutters 2.75Q) 


CaUes, strong unevenly higher, Good 
" uoue 11 Ou ran rn eonri 8 nni?mi nn- 


s 30. common 50c@3.00; 


Lambs, strong. 


good 2 50 @ 
bucks 200® 


Good to choice 13.75 


n n - 
0d 1000@13.75. 5fiC- 
3 0 0 @ S j O , common 400@600.» 


Poultry 
steafly. 
Fowls. 


- 


Th,« *',weak 


n° 


ljllck<! 


uu'a' weii"K' Receipts 33,000. 
"t.r'l-J2(;^- 
SPecia.1 market. 
tc dairy tubs, 30@36',<>. 


receipts 19,257. 


lirsts 2 


GRAIN TABLE 
WHEAT: 
July 
1.14141 1.16141 1.14 U 
Sept 
1.12% I 1.14% I 1.13 
Dec 
1 Ufc-l 1.16&) 


July 
61>i| 
Sept. ... 
--- ' 


Dec. ... 


OATS 
July ,.. 
Sept 


.65% 
-64% 


Dec,LARD 
July 


•40% 


.10 75 


.35% 
.38 


. 
.63 -t, 
.6314 


Sept 
10.37 
RIBS 
July 
1090 
Sept O.&O 


TOIiEDO 


|10 90 
111.17 


170 90 


10.SO* 
* 


.37 *4 
.4 OH 


110 TO 
110.92 


110.87 
10 60 


3.16 
1.14 H 


-.64 
.64% 


.35 '4 
.37% 


110 90 
11117 


|10 62 
[10 62 


Wheat, cash 118, July 


117V-, September 116%; 
December 
1.20. ' 
Corn, cash 70. 
Oats. 41. 
Barley, 65. 
Eye, 
No. 2 88^2. 
Clover seed, prime cash 13.00; Oc- 
tober 10.90, December 10 SS 


Als'.ke, prime cash and August and 
October 10.73. 
1 Timothy, prime cash 2.70. September 
2.95; October 2.85. 


STANDARD OIL STOCKS 


:ourtesy of XV. A Rubsam & Co.. cor- 


respondents or Loean & Bryan 


407-12 CHizeni) Building 


All quotations dollar per nliar* 
STOCKS— 
Bid As'd. 


. 


An/rlo-Am 
Oil Co 
19}* 


Borne Sciymser 
400 


Buckeje Pipe I,ine 
94 


Che&ebrough Mfg 
175 
hcsebrough Con. Pld. ..... .106 
Continental 
Oil 
1S7 


Crescent Pipe Line 
34 


Cumberland Pipe 
..140 
Euroka Pipe Line 
90 
Galena Signal com 
56 


Galena Signal Pfd. ......... 108 
alena New Pfd 
101 


Illinois Pipe Line 
168 
Indiana Pipe Line 
9ft 
National Transit 
26% 


New York Transit 
168 
Northern Pips Line 
Ohio Oil. 
.29R 
International Peti. 
22 
Penn. Mex. Fuel 
34 
Prairie Oil & Gai 
595 
Prairie Pipe Lino 
243 
Solar Rsllnttlg 
, 
345 
Southern Pipe 
. 
94 


South Penn. Oil 
223 
S W. Penn. Pipe TJim .... 60 
Standard Oil of Indiana 
111 
Standard Oil ct Kansas . .5-41 
Standard Oil of Kentucky 
S'nndard OH at New Yoik 
Standard Oil of Ohio 


.437 
,4 SB 
.117 


SO 


415 


96 


200 
111 
141 


36 
150 
92 
SS 
112 
105 
172 
93 
27% 


172 
1(10 
300 


605 
346 
355 


9G 


22R 


555 


9fi 


440 
460 
H9 
35 
430 
2$ 
185 
117 


Standard Oil of Ohio Pfd. 
Sivan & finch 
Vacuum Oil 
427 


Washington Oil 
24 
Standard Oil of Net) 
ISO 
Imperial Oil Ltd 
116 


OIL MARKET 


Lima 
S248 
Pennsylvania grade 
S3.50 
Corning 
$2.05 


Cabell 
».......o....$U.3G 
Somerset 
52.15 
Somerset (light) „ 
$2.40 
Rasland. 
-. 
51.26 
Indiana 
S2,2h 
Wooster 
$2.70 


Illinois 
J2.2T 
Princeton 
_... 
52.ST 
Plymouth 
$1.66 


Waterloo •- 
11.76 


LIVESTOCK MARKET EDGES 


UP AND DOWN IN PRICES 


Livestock quotations edged 
both 


•ways Tuesday on the local vhole- 
sale market. 
The roost pronounced 


change was a decrease In the price 
ct cows. They have been Quoted at 
ii cm BIX aud a half to seven and ;>' 
aro four to six. 


Medium hogs -went up a quarter 


of a cent and the range is now ten 
to tea and a half. Sows struck a new 


Hceman. 
After hearing the wom- 
an's complaint, the policeman ar- 
rested tbe guard and it is said, 
struck him with a black Jack. 


Being unarmed, tbe guard broke 


away and ran. 
The officer opened 


fire aod GozdansW fell -with a bul- 
let wound in his tack. He died al- 
most instantly. 


RIOTING IN STRIKE 


REPORTED AT BUFFALO 


BUFFALO.—Rioting, accompan- 


ied by destruction of railroad prop- 
erty and shooting broke out 
here 


today In connection with the shop- 
men's etrike. 
Michael Zalesinskl, 26. wes shot 


and killed by a New York Central 
guard. 
The home ot George Gib- 


bons, foreman in the Lehigh Valley 
shops, -was stoned and a freight car 
was burned by strike sympathisers. 


SHOP EMPLOYES TELL OF 


BEATINGS BY STRIKERS 


ORRVILLB, Ohio — Two shop 


employes of the Pennsylvania Rail- 
road returned to their work today 
and told a story of being seized and 
beaten by strike sympathizers. 


They were taken ten miles into 


the 
country 
in 
an automobile, 


dumped out by tha side of the- road 
and made to -walk back, according to 
their etory. 
Disorders 
occurred 
frequently 


during the night, 
were 
stripped of 


badges. 


Three deputies 
their 
official 


MAY IlfVITE PO1NOABE 


LONDON — Fiemier Poincare of 


France will probably bo invited to 
London immediately for discussions 
with Prime Minister Lloyd George 
on the reparations question as af- 
fected by present conditions in Ger- 
many, according to official circles 
here. 


GRAND CIRCUIT RACES 


AT^TOLEDO POSTPONED 


TOLEDO — Today's Grand Cir- 


cuit races were called off at noon, 
tho Fort Miami track 
being ankle 


deep in mud in places as » jooult 
of 
yesterday's 
downpour 
which 
caused a postponement after two ft! 
the four races on the card had been 
raced. 


Tha card scheduled for today in- 


cluding the unfinished 2:IS trot and 
2:05 pac& of yesterday's card will 
be raced 
tomorrow, 
It 
was 
an- 


nounced by George Brlce, secretary 
of the Toledo Driving Club. 
The 


postponement setting each day's pro 
postponement setting each 
day's 


program one day back will necessi- 
tate racing Saturday. 


Charles W. Werst, to Samuel M. 


Williams lots 135 and 136 in Lake- 
•\voori subdivision to Lima, tax J.8. 


Edward M. Hoover to Anna M. 


Hughes, 20 acres 
in Auglalzc-tp. 


tax $1.50. 


STRIKER BACK OV JOB 


TIFFIN. — Stiles J. Platte, Balti- 


more and Ohio car iep<iirer and Tif- 
fin's lone striker, returned to wo.k. 
He has onlj" six months to serve to 
receive a pension. 
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BARGAIN 


TIRE HOUSE % 


132 E. HIGH ST. 


SEBRING CORD TIRES 


Factory Guaranteed 
Special Lotf Prices 


3033% 
$10.50 


32x4 
$17.60 


33x4 
$18.60 


34x4 
$19.50 


Phone State 1780 


For Sale—Used Cars 


020 490 Chevrolet Sedan. .$550.00 
3919 490 Chevrolet 'rouring.?276.00 
1920 
Ford Touring 
$276.00 


3915 Overland Touring... .$100.00 
3916 Oaxland Touring 
$100.00 


C. H. BLACK GARAGE 


672-14 W. High St. 


level at from seven to eight cents _ _ _ _ . _ _ . . „.,..,„...._, 
and calves are priced at seven and a RESEARCH ON INSANITY 
half to nine, instead o£ eight cents.' 
JQ gp MADE AT DAYTON 
A slight Increase A\/> made in thef 
l u DC I1"HU': 
fts UttI I U N 


price of hroilers on the poultry mar- 
Icet. Leghorn broileis went from 19 
to 20 cents and others from 24 to 25 
cents per pound. 
* 
• * 


UB&H3 PRICESAekerman 
(Model Mills ana Uyroan, 
QuotiUone) 


Corn (per hundred) 
$1.05 


i\*o. 1 Spring Wheat 
1.36 
No. 1 Winter Wheat, old 
1.12 
No. 1 Winter Wheat, new 
1.10 


TQM3DO — Grain close- Wheat cash £?-lo\, Oa^h?,er bu" 
:._•?§ 


1.207 July 1.17%: Sept 1,16&;_D00 12«; «" ^' P« bu- 
Corn cash 71. Oats cash 43. Rye cash 
88 'a. 
Barley cash 67 fe Ciover seed 
cash 13.00; Oct. 1100; Dec 10.83. Tim- 
othy cash 2.70, 
Sept 295; 
Oct. 283 
Alsike cash 10 90; August 
and Oct. 
11.00; Dec 10.90. Butter 43. Eggs 31. 
Hay 2o.OO. 
* « • 


CINCINNATI — Wheat, 1.13 @ 1.16. 
Corn, 71(g>72 
Oats, steady 3S5?42J/2. 
Rye, 
firmer, 88/3)87. 
Potatoes. 
cobblers 
4 50©5 00 
per 
barrel. 


Hay, 
1300®21.50. 


20°- 


~/r'K,7'Jec*!D'-<i 200, market steady. 


' ^ 5 1 1 0 0 


il l.tsnihs, receipts 500, slow 
market choice s(ir!ng lambs 
. i".- U 50, 


yearlings 


to choice 
-wether 


... choice -sves 
100®2 00. 


Jtlp«,rlg; and lishts 11.- 


STOCK AND GRAIN I 


GOSSIP 
| 


Corresponflents of Logan tad Bryan j 
(Courleay of W. A. Bufcsam & Co.) j 


9 
e 
-......-...-.,—..... .._„—~—«.-..-..» 
Kelly-Springfield 
Tire Co. 
de- 


clared 
regular quarterly two 
per 


cent dividend on eight per cent pre- 
ferred stock. 


Sales of White Motor Co. for the 
second quarter this year show 
an 


inci ease of 40 per cent over the pre- 
ceding quarter and are 23 per cent 
greater thsA in thegcorresponding 
period of last year. 
- 


Rye, per bu 
................... 
70@.75 
• » • 


ZiXUA HAS MABB3KE 
(Hurley-Bucklnltz Quotations) 
No. 1 Timothy Hay. new ---- ....$11.00 
Light Mixed, new 
.............. 
950 


No 1 Clover, mixed 
........... 
8.UO 
No. 1 Heavy Clover' Ifixed. new 
S.Ofl 
No. l Clover, new 
............... 
8.00 


imA lim: E^OCE. 
(Lima Pa<:l£l<iK Co Quotations) 
HOGS— 
Heavy 
OD^i^l.lO 


Medium 
10 


Sows 
07 
@ OS 
Stags 
* 
.04 ®.05 
CATTLE- * 
Good steers 1000 to 1100.. -OG14 
Bulls 
04 
Good heifers—SOO to 900 . .06 
Good cows 
04 
@.06 
Veal calves 
07 »,4 ® OB 
• • • 


LIMA FBODXJCE paiCES 
(Swift & ^'0. Quotations) 
Fresh eggs 
20 
Broilers, Leghorns 
21 


Broilers, colored 
26 
Hens, 4 Ins. and up 
20 
Hens, under 4 Ibs 
16 
Stags and old roosters .......... .08 


.07% 
.03 
1.07% 


clucks .................. . .1* 
Geese, full feathered, at 
.......... 
07 
Packing stock t-utter ..... ....... 13 
• • • 


giiETEtAlTD — Butter, extra In tubs < 


41H to 42, prints 
42% to 43; extra 


Nash Six Sedan, rebuilt, motor 


like new. 
1918 
Oakland 
Sedan, new paint, 


good tires. 
1918 Studebaker five passenger tour- 
ing. Price $250.00. 
1017 Maxwell touring, Atwater-Kent 
ignition, fine mechanical comlltfon, 
cord tires. Price $175.00. 
1917 Jackson Touring; cood condl- 
toln. Price $295.00, 
1917 Chalmers Tourinc. new tires, 
good paint. Price ?S85.00. 


THE LIMA NASH CO. 


COLUMBUS 
Immediate estab- 


lishment of a. special building at the 
Dayton State Hospital for Research 
work on Insanity was announced to- 
day at the department of public wel- 
fare. 


"The most searching, 
aggressive 


and piofound scientific Investigation 
that has yet beeu made In the field 
of mental and nervous diseases will 
be made at Dayton,'" Dr. MacAyeal 
announced. "Just'as so<|i as the prop- 
er staff can be employed and the 
building equipped for the work." 


COXEY TO BE CANDIDATE 


FOR SENATE FROM OHIO 


MASSILON — "General" Jacob 


S. Coxey, of this city, leader of Cox- 
ey's Army in its inarch from Jlassl- 
lon to Washington In 1894, today 
announced his candidacy for United 
States Senator from Ohio on a non- 
partisan ticket. A campaign to se- 
cure 21,000 signatures to his nom- 
inating petition 
by September 1, 


wag started today. 
Mr. Cosey said 


he would open his speaking cam- 
paign tomorrow night 
at 
Mount 


Vernon. He said his platform would 
favor non-interest 
bearing 
bonds 


or "money at cost." 


SHORTAGE JN OHIO WHEAT 


IS SEEN BY STATISTICIAN 


firsts 
to 41; firsts 39% to <0, sec- 
onds 32^ to .J3; packing stock 23 to 
25 


, fresh gathered Northern extras 


'' ><> 
1 0 n 
bill 


- 
12,000; 
SH6rs%nd butcher she 
po$s strong; other grades 
^ }? 
steady, 
top beef 


Ik beef stsers 


but- 
" 


anrl 
heiters 
- 
, cutter« largely 2 90© 
m°stTy ^5 00 @ 3 25; 
9 «»®9-25: 
early; 
Ch0lce 


actlve on better 
1'bo higher; bulk 
, 
0 
9 
0 - ™xed and 
1 slow' f*w s*168 strong 
op,110°: vlK "irons tS 


1 »«oo i ,y ,'"Jdueis Company. Can- 
. '^rdo,, 
%'t •; Er"wn. o. K Smith. 


£*"• *U ooft 
L , on"1anv- 
Vounea- 


2 •• ktliel T h l l'P Mafter, 
Benja- 


L. E. & W. for the year ended 


December 31 reports a deficit of 
$588,304, Against a net income of 
$389,728 in 1920. 


A few of the striking railroaders 


are 
reported fo have returned 
to 


work 
Monday, to 
rights. 


save 
seniority 


Twenty 
industrials, 93.90; 
up, 


.37. 
Twenty raits, 86.14; up, .08. 


On account of unsettled condi- 


tions pending, there is a trading 
tendency to look for irregular ac- 
tivity temporarily, but with 
good 


buying appearing, especially in rails, 
on recessons in the general stock 
list. 


Chicago cash No. 2 re^i 
wheat 


sold one and a 
half 
over July 


•wheat. Good domestic demand for 
cash corn. Sales of 135,000 are re- 
ported so far. 


.,.«.... 
4,,u,,BB.v 
Chicago 
hog receipts were 
28,- 
Mafter, 
Benja-1 000; better grades ten to 15 cents 


higher; others strong to ten .cents 


Winiam F. 


. Mwy ,1. MII- 


N'lvy 
Stoics 


Alcorn.' 


Tne railroad strike at the mom- 
ent is attracting considerable at 
tentior 
because of the 
possibility 


that 
the movement of 
wheat 
to 


market,will be delayed. 


2S. extra, firsts 27; Ohio labf} 34 to 
3i' western firsts new cases 23. 
Oleomargarine 
pound 
prints: Nut 
oleo 21 to 22; high grade made of ani- 
mal tat 22 to 22%; lower grade 16® 17. 
Cheese. Fork state 22H to 23; bricfc 
IS to 20; fancy Swiss 35 to 5«f; North- 
ern 26 to 27; lirrfcurger 28 to 20. 
Poultry, live heavy fowls 21 to 
2t>; 
thin 20 to 22, roosters 15; broilerj 28 
to 40; spring ducks 26 to 2S. 
Potatoes, Ohio and Michigan 2.25 per 


150 Ib. sack; new stock 4 SO to 4.S3 per 
barrel. 


Sweet potatoss. 90c to il.OO per crate. 
* » * 


CHICAGO—Butter, lower; 
receipts 


23,163 tubs; creamery 
extras 34%; 
firsts 32©34; seconds 
30@31; stand- 


Esgs, higher, receipts 22,337 cases; 
firsts 22@22%: ordinary firsts 20\t,<3> 
2\. miscellaneous 
21% ©22; 
storage 


packed extras 23»£; 
storage 
packed 


firsts 23® 23',4. 
Poultry hiKher; lowls 25; broilers 30 
roouteis 15. 


COLUMBUS — Ohio shared 
in 


the general decline in prospects for 
the winter uheat crop, according to 
Statistician C. J. West of the state- 
federal crop reporting service. 
He 


declared today that the crop in the 
state is now forecast at 40,260,000 
bushels which is about 
2,500,000 


less than seemed likely & month ago. 
Reports received today 
indicate 


that seven per cent or almost 2,000,- 
000 bushels of last year's crop is still 
in the hands ot Ohio farmers. 
The state average- oats condition 


Is estimated at 77 per cent of a nor- 
mal full crop. 


Guaranteed Safe 


Payable on your demand, 


Sold on' monthly installments. 


The Wheatley 


"Company 


Citizens Bldg. 
Luna, O. 


CZNC1HMAT1.—Poultry, firm; broil- 


ers 25@35; fowl! 20Q>24; roosters 12, 
turkeys 35. 
Butter and eggs, unchanged 


BOOKS ARE CLOSED 


NEW YORK—»J. P, Morgan and 


Company 
today 
announced 
that 


books had been closed on the public 
offering of $25,000.060 of the New 
York Central Railroad Company's 
refunding anef improvement mort- 
gage five per cent bonds 
The bonds 


were offered at 94*/£ to yield about 
5.30 
per cent. 


Cattle 
receipts 


nheep, 16,000. 
were 
28,000; 


SUGAR MABKE'i! 


NEW YORK — Raw sugar quiet 


early today and spot Cubas were un- 
changed at 5-05 for centrifugal. 


Raw sugar futures * at 
midday 


were about l to 2 points lower ex- 
cept July -which was 2 points high- 
er.No changes were reported in re- 
fined sugar 
Fine granulated was 


listed at 6 50 to 6.60. 
tures nominal. 


Refined fu- 


CALL MONEY 


NEW VORK — Call money easier; 


high 4; low 3%; ruling rate 4; clos- 
ing bid 
offered at 4; last loan 


4. 


call loans against acceptances 


Time loans firm; 60 dayg 4»/4; 


90 days 4'/4; six months 4%; prime 
mercantile paper 4® 4%, 


STRIKERS ARRESTED 


AUGUSTA, Ga- — Twenty-seven 


striking 
nhopmen 
arrested 
here, 


charged with loitering. 


STANDARD OIL, 


SECURITIES 


RAILROAD 


, BONDS 


•r 


TAX FREE 


INVESTMENT 


SECURITIES 


ELL & BECKWITH 


ZOth Edition 


Standard Oil 


Compendium 


Containing complete, up-to-the- 
rmnute end authentic data, re- 
ports and financial statements 
of all companies in this group. 


Indispensable to 
critical investor* 


Copies dispensed, gratis, on'y to 
legitimate buyersofojlseourities. 


Writo fr S. C. 38 


I'L-.WlNKELMAN&G}. 


MKMKKRH 


OotuolldafMl MACK Rirh»n«« nr N«w Vark 
titw Vork Unit, llarlcal 


1940 East 6th St., Cleveland 


Telephone Main 6570 


-IA<NOFFK B. 6/BROAPS1 MTW- VORK 
Ditcct Prlore Wire* to Branch Office* 


«nd rl) Ptlnclrnt M»tlcct« 


FOR SALE—MODEL 90 
OVERLAND 
delivery truck, or will tra<J» tor small 
oar. 
114 W. Spring. 
Main lOSO. 


WANTED—MEN 
TO 
USB 
NO-AK1S 
for pains of every hind. Prompt rellet 
for headache, neuralgia, rheumatism, 
sciatica, 
backache, 
nervousness 
or 
jJespiessnoss. 
At any drug store, ifr 
coins. 
The Teruna Co., Columbus,, 


Ohio. 


FOR SALE—CHEAP. TORD COUPE It 


montlm old. 
A-l condition. 5 demount-! 


able rims and tiies. 
Looks like new* 


Call Lake B39C. 
1JG i; Wayne-st. 


RE NEWED CARS 


1921 Cadillas 7 Passenger Touring. 
1918 Cadillac Touring Car. 
1920 Peerless Sedan. 
1S18 Peerless 7 Passenger Touring. 
1919 Winton 7 Passenger Sedan. 
1917 Cadillac 7 Passenger Touring. 
1922 Buick Coupo Now, 
1921 Buick Sedan. 
1920 
Cadillac 7 Passenger Closed. 


1920 Marmon 4 Passenger Open. 
1917 Buick 5 Passenger Sedan. 
1930 Overland Coupo. 


LIMA CADILLAC CO. 
FORDS - FORDS 


Buv s U*ed Ford at tho Home ot the 


IJ'OKJ—and ''Spend the 
Difference" 


Every Day U Bargain Way 
Look Over Tnta List 
Get Youra at Tour Terms 
Cash—Trade—or Time -Payments 
8—Tourings. 1126.00 to $165.00. 
6—Roadsters, $37.00 to $16$ 00, 
a—Chassis, J1S4.00 to S15000. 
3—Sedans. $450.00 to Xo&O.OO. 
2—Coups, $385.00 to J435.00. 
4—Deliveries. 5165.00 to JJ'JO.OO. 
other makas we have an option to sell 


tor those who pieferrod Fords. Th«y 
made then sacrifice—a bnrealn li you 
•ttant ihero—S50 00 to SIOOOOO 


Main 4713 


THI noun or 
AutliorlieiJ Ford Agency 
13 
438 N Main •«. 
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CLEVELAND AUTO 


RADIATOR COMPANY 


107 B. Wayne St. Phone Main 5667 
WE REPAIR RADIATORS OF ALL 


kinds; also make new ones lor any 
kind of car. 


TIRES AND TUBES 
HSRRBTT TIRB SERVICE CO. 


224-6 8. Elizabeth-Bt. 


Main 2086 
. 


STARTER, 


GENERATOR AND 
MAGNETO SERVICE 


PHONE MAIN 4707 


AUTO ELECTRIC 


MAINTAINANCE CO. 


Rear 125 W. Elm St. 


Associated with 


Siferd-Hossellman Company 


FOR SALE OR TRADE 


Classy Saxon Speedster $300- 
1021 Overland Touring $396. 
1920 
Overland Touring ?300. 


191? Chevrolet Touring $17E. 
1918 Saxon « Touring $200. 
1917 Oakland (i Touring $2CO. 
1919 Winton 6 4-passoagcr §1000, 
1312 Cadillac Truck $75. 
Pino West side property. 
Several vacant lots. 


WEST SIDE USED CAR 


EXCH. 


Hear 12t3 N. Motcalf St. 


Rice 5G64 
State 343C 


USED CARS 


Modol 75 Overland roadster, good 


running order 
$166.00 


1020 Overland 4 Touring, fine 
condition 
$375.00. 


1917 
Chandler 7 Pass., being re- 


painted 
$450.00 


1920 
Chevrolet Sedan, being re- 


painted 


1917 
Empire, being sold tor another 


party. 
Will accept light car 
in 
trade. A bargain. 
THE BLISS AUTO SALES 


COMPANY 


D. M. CLBVENGER, Mgr. 


771 W. North St. Phono Main 713T 


,1» 
REAL ESTATE l-'OK SALE 


KOK SALE—TERMS 


6 acres at city limits on car stop and 
good pike. 6 room bungalow, drill- 
ed 
well; 
out 
buildings. 
Prico 


$4,500. 


COTJRTAD-ZEITS CO. 


310 Holmes Bloclc 
Mam 61 41 


FOR SALE 


6 room, modern except furnace, 


on Madison, close ,to Vine. Will soll« 
on terms or will accept light car as 
part pay. Trice is §3300. 


6 
room, modern except furnace, 


on S. Pine. Price $3200. $200 \rtlj 
handle this. 


A good \ncant lot on N West St., 


south of O'Conner, to trade for equi- 
ty in homo. 


4 lots and a pood hotiso on N. Elizi 


abeth St. tor ealo cheap. 


Some good buys in West end. It in 


too market to buy or sell, call me. 


EZRA PLACE 


Main 2005 
Lalio 2313 


. 405-R American Bank Building 


(Formerly Holland Block) 


Ohio. 
Phono 02. 


TOR SALE—ONT: LOT WITH CM,. 
lai and foundation complcto In li«l- 
mytlt addition. 
'U'rltn or Inqulio li. 


I t Won, Rte. S. SprntrnlllP, Ohio 


FOR SALE 


5 room hotifio, partly modern, huso 


lot, 
fruit, paved street, located on. 


Fairvlew Avo. Pi Ico ?B200—$BOO 
cash, baliinco monlhiv. High 3301. 


FOR PALI; — « 
I?OOMS 


iiiorliiii, now liouni 
o i k flooia nnd 


InilU in reunion, JbOO down, b.tl.ir.co 
$iri por inontli 
K<1OM B1TNUAI.OW PTIJtrTf.Y 
oiii, oak flcjois. huill in Ic.itiire?, 
<1o\\ n—pi Ico Ji20» 
10 
HOOSI 
HOUSK 
CLORC 
IN 
ON 


J\'»rlh Mutn ]in\lni; paid, 
lloimo IB 


nrinnKvd f"1' 2 r^mlllOR 
UrntH 
for 
$10 per month., $1000 iiown or will 
Isl.o a largo automobilo tin 
purt of 
first p.iMiT'ii't. 
1'iirrt Jinon, 


K ROOM 
HUNUAbOW 
OAK FLOOR, 


full Ihwcnvnl, £111 run c, olci'lila llKhta 
(sursge. 1 at ic of linil ut tjio ertpe of 
Wont Ijjmii,. 1st house cnst ot Colc-Kt. 
road on Hohh-.iv 
JfiflO rlo«>i or 1 will 
nmt I h l w for $"200 pi»r month. 


8 ROOM HOl'Sld ANT> BAHN — ALTj 


hlnilu of fnilt nnd « ncn>n of land. 
;i'«j mllfB from I.lin.i. 
$200 down or 
will triuln foi 
rtly pioperly. 
Jllgh 


2531 or Hlirh 2191. 
(! H. TOMK1NS 


Koom Ko 
•! 
ShTwood Blrtff. 


S8 
REAL ICSTATK FOR SALIfl 


LAND SEEKERS! 


Opportunity awalta you near hust- 


ling city in Michigan. 
20. 40, 80 


acre tracts, $16 to $35 par 
acre. 


Writo today for 
If U12 El illustrated 


booklet giving full information. 
5WIGAKT LAND CO.. W-12S3 First 


ivatl. Hank Bids., Chicago 


FOR 
SALK—SP1.MND1D 
BUDDING 


lot In Wmn Terrnco. 
$850.00. 
Port 
casli 
Time for balance. 
Will con- 


nlclcr autoinobilo In trade. 
Sulto 105 


9. S, li BulWing, Doflanco, Ohin. 
IIAVD TWO OOOD PRODUCTIVK MED 


(um priced farmn of SO and 77 acres 
«ach. 
Will exohanifo lor Umii prop- 
urtv or email huslncng. 
Call 
Main 
icor. 


FOR SALE—BIGHT nOOM 
HOUSE! 


In south End. 
Good location for rann 


employed 
in 
flhopo. 
Casy 
torras.. 


Phono 114Kh 1211. 
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AUTOS AND SITPI'UKS 
«2 
AUTOS A1SD 


30x31/2' 


NEW SPEAR CORD 


AERO CORD 


$9.75 


SOOO Mllca Guaranteed 


30x314 Full Oversize 
$11.76 


31x4 
S. S 
* - - - 1°-^ 


89X4 
19.76 
ssxl ::::::...: 
., 
20.00 


34x4 
/ 
20.50 


JACOBS TIRE & ACCESSORY STORE 


314 W. MARKET ST. 
PHONE LAKE 2064 


NEW GIANT CORD 


•> 


30x31/2, $11-95 


Call Us 


Res. Phone, High 2731 


Free Service 


Store Phone, Main 2747 


THE GIANT TIRE CO. 


HON. Union St. 
Lima, Ohio 


Factory Branch No. 21 


Factory—Giant Tire & Rubber Co.. Findlay. Q, 


EVERYTHING FOR THE AUTO 


Second h'and or new parts far any make of auto. Accessories o£ all kinds. 


Carburetors, 
Magnetos, 
Horns. 


Spot -Lights, Head Lights, Stt-crlng 
Wheels and etc. 


Spring replacement for all makes 


or cars. Ford front springs $1.65. 
All 'others in proportion. 


WELDING AND REPAIRING 


LIMA AUTO WRECKING CO. 


130 S. CENTRAL AVE. 
MAIN 5978 


You Call—We Give Service 


ESTATE FOB SALE 
83 
KEAL ESTATE FOH SALE 


WEST 
HANDSOME RESIDENCE IN 
LIMA — BRICK SEMI-BUNGALOW 
One of the beautiful homes of Lima, seven rooms, full front porch, brick 


portico, full cement basement, all hardwood floors and finish, beam ceilings, 
very finest of plumbing llxtures, toilet and lavatory on first floor. House 
contains every modern convenience. Good garage and a wonderful big lot, 
75x100 feet, just covered with fruit and flowers. 
Street paved and paid 


for. 
This property must bo sold in order to close estate and will be sacri- 


ficed far below Its value. Very little cash required to handle the deal, bal- 
ance ran remain on utralght mortgage. Possession can be given at once. 
Call us for appointment. 


FRED B. WILLIAMS & CO. 


SHERWOOD BUILDING 
• . 
TEU MAIN 6&U 


ill 


TUESDAY, JULY 


MUTT AND JEFF—THE BOYS BECOME INTERESTED IN FINANCE— 
THE LIMA NEWS 


By BUD I 


j.£Fp: WAIT A 
j: GOTTA : cottecr 


TOO' 


F, Here's 


OUGHT TO HAVG 
AT 
THe 
CIRCULATION 
CAPITA 


WHAT Does 
THAT 


MUTT? 


BRINGING UP FATHER 


HELLO- 
HOW 


DO -<OU 


THINK 
Kirs 


FOR. 
DO -VOL) HAVE TO BE A 
POLICEMEN? 


LELT'i> 
THERE.- >'M 


1922 BV INT-L FEATURE SERVICE, INC. 


SHORT SHAVINGS 


MtBB R.uth Keating, slcnoRranhcr 


at City Hall, listened to n salesrnnn 
•who tried to Interest her In what 
he called plant food. 
He 
H.'ild it 


.would make flowers prow. 
Hut alio 


(Wasn't interested. 
She 
r-xrilaliiod 


she wasn't growing 
flowers. 
"It 


makes a feood silver 
polish, too," 


urged the salesman. 
"This wonder- 


ful material 
Is 
Rood 
for almost 


everything." 
* 
* 
* 


Joe Reed, desk sergennt at police 


headriuarters, had u cold. He rubbed 
his 
chest 
with a preparation 
ot 


mustard. 
He woke up In the nigh!, 


and rubbed it ngain. 
Me felt much 


better then. 
In 
the 
morning ho 


found he had made 
a slight inls- 


take; 
He had picked up the wrong 


jar in. the night. 
Instead of rnh- 


binR his chest 
with 
mustard 
he 


rubbed It with some 
blnck 
Bluff 


somebody used to lubricate bis bi- 
cycle. 
* 
# 
* 


R. R. Trubey, assistant 
county 


prosecutor, stopped 
to 
talk to a 


clerk In the penitentiary office at 
Columbus. 
"How do you like It," 


he asked, "being so close to mur- 
»derers and all such criminals?" 


The clerk said, "I don't mind it." 
Trubey 
said 
later 
to Warden 


JThomas: 
"Nice chap, that clerk." 


Thomas agreed, then added: "He's 


'R. trusty. 
Convicted o[ murder, and 


In for life." 
* 
* 
* 


George 
Metheany 
reports 
a 


neighbor who was presented with a 
fine lot of cannas. 
He planted them 


early this spring In his home gar- 
den. 
"I made 
a 
mistake In not 


planting them along 
the front, of 


the house." he Rays. "1 planted them 
on both sides of the walk. It's hard 
to wade thru them sometimes, since 
they've spread out so and grown so 
high." 


IN THE AIR 


. 
TODAY 


STATION KDKA 


6 p. m. Concert by Knights 


of Pythias band of Kittan- 
ning. Pa. Government market 
reports, t p. m. "Gardens and 
Home Beautifying," 
by Mrs. 


J. B. McFate. 
BsdUmo stbv- 


les for children. S p. TO. Mu- 
sic by Elizabeth H. Lloyd, so- 
prano; 
Mary 
Austraw, con- 


tralto; George Thomas, tenor; 
Reese Reese, 
baritone, 
and 


Ralston Allenbaugh. flutist. 


STATION WJZ 


WeHtlnghonie, Newnrk, N. J. 
9 a. m. "Electrical Develop- 


ment," by W. L. Goodwin. 
6 


p. m. Stories 
for 
children. 


"Tariff Problems," by Senator 
J. P. Frolinghuysen. 
8 p. m. 


"Humorous Aspects of an Edi- 
tor's Life," by E. O'Lnugblin. 
S:30 p. m. Recital by Madge 
North, contralto. 


STATION KYW 


IV'cKlliiKlinuiic. Clik-nco 


8 p. m, 
Concert, by Mabel 


Burrlss, soprano; L u c i l l e 
KortZ; 
violin, 
and 
Harriet 


Aries, reader. 


STATION WWJ 


Detroit Ncim, Detroit 


7 p. m. Detroit News Uadio 


orchestra; 
the 
Town Crier 


and the Players Club. 


\1ioTe •tntloni lironrtcnni on ,1(1(1 
meter* nnve length. 
(Central 


Savlnjc Time.) 
cmrl" 


FREE 
RAUI° 
CONCKKTS 


Llsily 12 noon; 7 P. M. to 10 P. M. 
Supplteg ot all klnfls tor 
bulldinc 


vour «eu. Complet* outfits. 


207 8. M»in 


O. 


'««* 
WQb». \.U1I1|)|I]LV 


Crpssley's 


U. S. RADIO COMPASS PROTECTS LIVES 
AND SHIPS | 


Stationed lit Isolated points along 


tho United 
States const 
lino 
arc 


smnil huts to which miiy he credited 
the fuivlnfi of muny lives nnrl vosKnls. 


ThcNn huts inclOKo a radio inatni- 


mont that luis made const n»vlg;i- 
tlon safer and Hiircr. 
It la c.-illod 


thn radio compfias. 


The operation of this instruniorit 


Is such that a ship that has lost its 


nrlnKS at sea cntild easily learn its 


position by aid of the rnrlio coin pass. 
In heavy fog and HanRproiiK, writers, 
nloiiR rdPliy 
slinrr'S, the campasses 


are of oHneclnl value. 


Many of tliosfi cninpass 
Ki.-itlons 


have been ereel oil. 
7'liolr riniKfi Is 


over 200 niilo.s. 
Tlioy arn situated 


at thn moat rlnnpnrons points nlong 
the const, fiesnliite locntions wlirre 
it has hern found nooessary t.n pro- 
tect shipping from destruction. 


ST. MARYS _ 
Two barred rock 


roosters and 22 hens are mis-sinB 
from the Jjouls F. Reale prnmlses, 
six 
miles 
north 
of IIPW. 
T'liree 


spring piss were nlso sfnlen 
from 


tho L. A. Tolcr r.-irm. 


Porsey's for fruit and vegetables. 
SAM'S RADIO COJfPASS 


Help 
your 
liver 
act 
right 


Take 


A disordered liver throws the whole 
system wrong and affects the health 
generally. Beecham's Pills act di- 
rectly on the liver, cleanse and 
strengthen the stomach, regulate the 
bowels, remove all impurities from 
the system, and make you fit and well. 
You can have a healthy body, strong 
nervous system, bright eyes, and clear 
complexion if 


Beecham's 


Sold 


everywhere 


in boxes 


lOc—12 pills 
25c—40 pills 
SOc—90 pill* 


*-&~i 


The molybdenum steel parts of 
the Wills SainSt Claire, made of 
the toufihest, strongest known 
metal, do not wea7 out. VJ.i 
build to endure. 


H. P. MAUS 


Distributor 


•101-0-8-10 N. Main St. 


WILLS SAINTE CLAIRE 


©C.H.W. Co. 


PARALLEL WIRES WOUND ON COIL MAKE 


SIMPLE FIXED CONDENSER 


By PAUL P. GODLEY 


America's Foremost Radio AutJiority 


Fixed condensers are indispensa- 


ble in experimental work with ra- 
dio. 


To construct 
them with 
tinfoil, 


paper, copper 
and 
mica 
usually 


takes 
considerable 
time. 
Unless 


one has had spma experience, the 
method is clumsy. 


There is an easier way and one 


fully as effective. 


If two conductors, regardless of 


their shape, are separated by an In- 
sulator or hy air they will possess 
electrostatic capacity. The greater 
their area the greater this capacity. 


Condensers which are suitable for 


the grid condenser of the vacuum 
tube, the "stopping" 
condenser of 


the crystal detector set, the 
tele- 


phone "by-pass" condenser 
in the 


vacuum, tube 
set, 
and 
even the 


fixed condensers in the antenna cir- 
cuits of the receiver may be made 
by winding two paralleled wires on 
a small tube or spool. 
To prevent 


clumsiness 
where a fairly 
large 


value of 
capacity Is 
required the 


wire may be put on in several lay- 
ers. 


After the winding is in place, dry 


out the whole by placing in a warm 
oven for a few minutes, and then 
coat quickly with thick shellac or in- 
sulating varnish. 


Two pieces of No. 26 double cot- 


ton covered copper wire six feet in 
length wound side by side on the 
form will provide a fixed condenser 
suitable for many uses. 


tf,i 
in 


RADIO PRIMER 


C ASTORIA 


For Infants and Children 


In Use For Over 3O Years 
Always bears 


the 


fflgnatuveof 


On Real or Personal Prop- 


erty. 
' 
. 
. 
. 
, 
. 
• 


Any amount, straight time 


or monthly payments. 


VxeSHAWNEE FINANCEco: 


O PERATED BY LIMA BUSINESS MEN. 
I2OW.HIGH5T.. 
. 
_ TCLtt AIM 2757^' 


t^J Round 


Trip 


TO 


Chicago 


Sunday, July 16 


Tickets good going and re- 


turning in Coaches only on 
regular trains leaving Um» 
1:51 a. m. and leaving Chicago 
8:20 p. m., July 16 and 12:65 
n. m. July 17, (Central Time), 
PENNSYLVANIA SYSTEM 


When You Want a 
GOOD SMOKE 


Try a 


LUMAR Sc CIGAR 


HETERODYNE — Production of 


undamped 
electric 
oscillations in 


the receiving circuit, of nearly the 
same frequency as that of the waves- 
which are being received. The com- 
bined action of both these frequen- 
cies causes an audible beat in the 
telephone 
receivers. 
Signals 
are 


heard 
during the 
profiuctlen 
of 


these -beats. 


CEMENT, SEWER TILE, 


BUILDING SUPPLIES 


COAL & 
SUPPLY CO. 


320 B. Market 
EVANS 
Main 4811 


"Mother-" everybody 
mays 


ifa way tJter tea o'clock in 
the morning and we got fa 
/mtlrj a tot- of KMogg's Cam 
flakes or 133 r,an't so ahead 
and play any longer- We're 
in' £treel'' 


for 


meal*time ana ploy* time 


FLAKES 


cooling* delicious-healthful 


Summer's the time for "safety first" with family 


Stomachs! Every one feels a lot .better with lighter 
food on the hot days I And, crisp, delicious Kellogg'a 
Corn Flakes are everything that can be desired~~for 
health, for Qijoyment, for nourishment! 


Realize what proper diet means to health" in summer. 


Cut down on the heavier foods that upset physical and 
mental energy and eat Kellogg's Corn Flakes! They/ie 
extra delicious with the luscious fruits now in season. 


Kellogg'a Corn Flakes an sold only in 


He RED and GKEEN package that bean 
the signature of W. K. Kellogg, originator 
of Com Flakes. MQJUJ are genuine without itl 


CORNFLAKES 


of XEIXOGG'S CRUMBLES ud KELLOGC'S BRAN, coobi uti brwUW 


Insistent A^a^from. yon* Dealer 


Ajax Tire Agency f 


W. R. Holdridge, Prop. 
Lima, O. 


ROLOSON 
Kr«M«* Bl«fc., Lima, Ohio. 


AWNINGS 


of Quality and 


Distinction 


"9 


A phone call will bring our 


..salesman with full line of sam- 
ples. 
Estimates on 
out-of- 


town work cheerfully given. 


TENT and 
AWNING Co. 


Phone Main 3183 


S1 


ONE DOLLAR SPECIAL 
EVERY WEDNESDAY 


Men's 2 or 3 piece Suits or Overcoats—Ladles' Cloth Jacket Sui» 


or Plain Dresses or Coats thoroughly dry cleaned, all spots removed, 
and well pressed and finished, called for and delivered for OJfc 
UOIJ/AR, cash on delivery. 
Our workmanship 1$ guaranteed. 
Over 


20 years experience. 
We are strictly up-to-date and absolutely r* 


liable. 
Phone MAIN 4730. 


MASSMAN'S 


110 North West St. 


lEWSPAPERf 


